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Country Lilie Books 


Reliable, authorative, lucid in style, and 
produced to the ‘Country Life’ standard. 
Splendidly illustrated works that should be in 
the libraries of all connoisseurs and collectors 


Collecting Antiques (New Edition) 


BERNARD HUGHES. “Comprehensive manual 
for the collector of English objets d’art, from candle- 
snuffers to Toby jugs, from samplers to silhouettes.” 

—The Observer (reviewing the original edition). 
A new chapter has been added on “Chinese Snuff 
Bottles.’ 10x74 in. Nearly 100 illustrations, 
including 21 colour plates. £3 3s. 


Victorian Pottery and 


Porcelain 


BERNARD HUGHES. “One hundred and seventy- 
five pages crammed with valuable information.” 
—The Connoisseur. 10x 7} in. 100 photographs. 

£2 12s. 6d. 


English Painted Enamels 


THERLE AND BERNARD HUGHES. A study of 
18th-century enamelling in England. The authors 
have examined many hundreds of enamels and 
brought to light new facts concerning their makers. 
10x 7} in. 84 photographs, 8 colour — 

Ss. 


English Victorian Jewellery 


ERNLE BRADFORD. “Gives a great deal of 
technical and historical information, and makes a 
fascinating story of jewellery as a part of everyday 
life .. —Birmingham Mail. 10x7} in. 70 
photographs. £2 2s. 


English and Irish Cut Glass 


E.M.ELVILLE. “Exhaustive study from a mind 
so richly knowledgeable—a book which is valuable 
not only for its scholarship but for the lucidity of 
its expression.”——Pottery and Glass. 9} x 63 in. 
62 illustrations. £1 Ss. 


English Tableglass 


E. M. ELVILLE. “Recommended, . . . to 
those just commencing. The information it con- 
tains can so easily save the cost of the book on the 
first purchase of a new piece . . .”—Glass. 
10x 74 in. 234 photographs. £2 2s. 


English Country Houses 
Open to the Public 


CHRISTOPHER HUSSEY. “This handsome and 
enthralling book will serve to stimulate our pride 
and interest in the great houses of our land and 

- provide endless pleasure.”’—Spectator. 114 x9 in. 
300 photographs. 


Send for complete illustrated List 
2-10 Tavistock Street London W.C.2 











Animal Behaviour 


J. 


L. CLOUDSLEY-THOMPSON 


‘Written in a way that is clearly 
intelligible to the non-specialist 
and it will almost certainly come 
to rank as a classic popular work 
on the study of animal behaviour. 
There is a fine collection of 
drawings and photographs to add 
to the reader’s enjoyment and 
education.’ John O’ London’s 

Price 16s 


The Isle of May 


Ww. 


J. EGGELING 

The renowned nature reserve in 

the Firth of Forth. 

‘Conveys admirably the charm 

and appeal of this tiny island. 

The book is of outstanding in- 

terest to every naturalist and 

ornithologist.’ Weekly Scotsman 
Price 30s 


The Birds of Borneo 


BERTRAM E, SMYTHIES 


The main text of this book is a 
full systematic list of the 554 
species recorded in the area to 
1958. The book is illustrated 
with s0 colour plates by Com- 
mander A. M. Hughes covering 
434 species. Price 84s 


Sea Birds 


CHARLES VAUCHER 


‘Among the finest photographs 
ever taken on our coasts.’ 
Glasgow Herald. 
152 pages of halftone plates. 
Price 106s 


Oliver & Boyd 














Harrap Books 


SREREREREAE SE 


The Vatican 
from Within 


CORRADO PALLENBERG 

An objective day-to-day study of the 
Vatican. Every aspect is considered— 
foreign policy, internal organisation, 
financing, management succession, pro- 
tection, and all the colourful people 
who function there. Illustrated, 2\s. 


Hussein of 


Jordan 


GERALD SPARROW 


What has brought this 25-year-old 
king through five eventful years of 
Middle East upheaval? Why did 
Glubb go? What does the future 
hold for Jordan and Hussein? This 
authorised biography throws a re- 
vealing light on these and other 
questions. Illustrated, 15s. 


1001 Questions 
Answered about 


the New Science 
DAVID O. WOODBURY 


Using a question-and-answer method 
the author deals with matters as 
diverse as rocket propellants. radio- 
isotopes, highways, and heredity. 

(March) Illustrated, 20s. 


India : 
Mirage and Reality 


PETER SCHMID 


The author of The New Face of China, 
etc., turns his camera and his inquiring 
mind on India, Pakistan, and Nepal. 
His observations are mercilessly frank, 
and his judgments frequently provoca- 
tive. And his pictures are superb. 

(April) Illustrated, 25s. 











GuillaumeApollinaire 
and the Cubist Life 


CECILY 
MACKWORTH 


Any consideration of the enigmatic 
man, Apollinaire, is also a considera- 
tion of French literary and artistic 
circles at the turn of the century. 
Apollinaire was poet and also ‘father 
of the Cubist movement.’ 


Ilustrated 26s net 


The Language 
of Mathematics 


FRANK LAND 


‘Unlike the majority of books that 
make similar claims, this one really 
does demand ‘‘no more than an 
elementary knowledge of mathe- 
matics.’’ The Economist 

‘Every topic is related to a wide 
selection of practical examples from 
everyday life.’ New Statesman 


300 diagrams 215 net 


Looking 
at Pictures 


KENNETH CLARK 


“Since few living critics respond to 
works of art with such a rich 
humanity, these sixteen essays pro- 
vide a marvellous insight into the 
ways by which a mind of exceptional 
learning and sensibility, can pene- 
trate to the essence ofa masterpiece.’ 

Evening Standard 
Colour and other 


Illustrations 375 6d net 


JOHN MURRAY 
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Nelson’s Atlas of European Birds 


Professor K. H. VOOUS Preface by Sm A. LANpDsBROUGH 'THOMSON 
‘Luxurious, vast . . . zoogeographical survey of the 419 European breeding 
birds, showing their world-wide range by means of two-colour maps, one for 
each species and textual notes on distribution, habitat, movement, etc. 
355 superb photographs.’ Punch 14” x 103” 70s 


European Art 


A TRAVELLER’S GUIDE 


WOLFGANG STADLER ‘This most welcome volume. . . handles the main 
theme concisely and with authority: 470 illustrations, 106 in full colour, are 


expertly chosen . . . The most helpful travel guide yet compiled for those 
many thousands who visit . . . Europe and wish to see her masterpieces.’ 
Studio 94” x 6” 42s 


Cacti 


WALTER KUPPER edited by VERA HIGGINS ‘A magnificent series 
of colour illustrations by Frau Pia Roshardt from specimens selected from 
the Cactus House in Zurich.’ Sphere ‘A book for every curious plantsman, 
written with scientific integrity, but in good plain language . . . Extremely 
good value.’ Illustrated London News 93° x 72” 42s 


The Scottish Castle 


STEWART CRUDEN ‘A stimulating combination of military and social 
developments . . . a capital range of photographs . . . a very reasonable price.’ 
Economist ‘No resident or tourist in Scotland should be without this book.’ 
Scotsman 44 halftone plates and many line drawings. 81” x 62” 42s 


Thomas J. Wise 


CENTENARY STUDIES 


edited by WILLIAM B. TODD Essays by John Carter, Graham Pollard and 
William B. Todd ‘Every one of these studies not only adds something to the 
seemingly unending tale of Wise’s evil ways, but is on its own account a 
valuable contribution to bibliographical scholarship.’ Sunday Times 

93” x 63” 2is 














SCENES FROM MARRIED LIFE 


WILLIAM COOPER 
In his brilliant sequel to SCENES FROM PROVINCIAL LIFE, William 
Cooper deals with a subject very rare in modern novels, a happy 
marriage. ‘Happy, witty, human, very wise, very funny.’-—The 
Bookman. Book Society Choice. 16s 


LADY GREGORY 
ELIZABETH COXHEAD 
The first critical study of this great Irish figure—the third member 
of the Abbey Theatre triumvirate with W. B. Yeats and J. M. Synge, 
discoverer of Sean O’Casey, and pioneer collector of Irish folk-lore. 
Illustrated 30s 


TOPICAL COMMENT 


R. F. HARROD 


Sub-titled Essays in Dynamic Economics Applied, this book is a 
collection of pungent commentaries on contemporary problems, 
notably in relation to the developing countries. 25s 


THF FALKLAND ISLANDS 


M. B. R. CAWKELL, D. H. MALING and E. M. CAWKELL 


A detailed account of the history and development of these remote 
and fascinating islands, and of the British community whose home 
it is. Illustrated 18s 


SCHOOL CHAPLAIN 
CANON J. B. GOODLIFFE 


Little has been published about the school chaplain’s important 
contribution to religious education and yet he holds a key position. 
In this book a widely experienced chaplain discusses the particular 
problems of young boys and girls at school. 15s 


A PRIZE FOR ART 

EDWARD WAKEFORD 
A painter’s autobiography, in which he writes of childhood, art 
student days and of wartime soldiering in the Middle Eagt with 
unusual appreciation of people and places, all enlivened by an 
ironic wit. 25s 


MACMILLAN & CO LTD 








65 


N 





BRITISH BOOK NEWS 


65 DAVIES STREET LONDON W.1 


Opinions expressed by the contributors are 
not necessarily those of the British Council 
World Copyright. Permission to reproduce any 


of the contents of this periodical must be 
obtained from: The Editor, British Book News. 


NUMBER 246 FEBRUARY 1961 





THE LITERATURE OF ENGINEERING 


Part II: ELECTRICAL ENGINEERING 
K. J. YOUNG 


TO match the rapid evolution in this comparatively new yet already vast 
subject, the single paper or article is the readiest way of publishing an account 
of a particular development or survey of techniques or principles, whilst for 
a wider theme a group of papers may form a symposium or convention. 

The wealth of papers in technical journals, ranging widely from instruments 
to radio communication, from power systems to computers and automation, 
necessitates guidance in the form of a number of abstract bulletins, among 
which Science Abstracts—Section B: Electrical Engineering, issued by the Insti- 
tution of Electrical Engineers (annual cost £7) takes pride of place and 
seniority. Thus the literature of electrical engineering is not only among the 
richest but is also among the most highly organised and accessible. 

Turning to non-periodic literature, besides manufacturers’ data there are 
important publications issued by such bodies as the British Standards Institu- 
tion, Electrical Development Association and Electric Lighting Council, as 
well as statutory and non-statutory regulations. 

A well-known British Standard is B.S.229, Flameproof Enclosure of 
Electrical Apparatus (7s.6d.). Complementary to British Standards, which 
relate mainly to manufactured apparatus, are Codes of Practice, a recent 
example of which is CP 1009, Maintenance of Insulating Oil (with special 
reference to transformers and switchgear) (1959, 6s.). Some of the Post-War 
Building Studies sponsored by the Ministry of Works are also relevant, such 
as No. 11, Electrical Installations (2nd edition 1957, H.M.S.O., 4s.). 

The Electricity (Factories Act) Special Regulations 1908 and 1944 are 
embodied and commented on in a Memorandum by H.M. Senior Electrical 
Inspector of Factories, Form 928 (1951, reprinted 1959 H.M.S.O., 5s.6d.). 
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More detailed are the Regulations for the Electrical Equipment of Buildings (1958) 
issued by the Institution of Electrical Engineers (6s.6d.). For aircraft the 
British Civil Airworthiness Requirements, promulgated by the Air Registration 
Board, include a Section ]—Electrical and a Section R—Radio (1953, 7s.6d. and 
5s.). Model Forms of General Conditions of Contract are also available from 
the Institution of Electrical Engineers. 

Turning now to books, the situation has been transformed since in 1875 the 
collection made by Sir Francis Ronalds was deposited in the library of the 
Institution of Electrical Engineers. In this field, too, guidance is needed and is 
provided, for example, by the Catalogue of the Lending Library of the Institution 
of Electrical Engineers (1959, 3s.6d.), as well as by regular reviews in the 
Journal of the Institution (40s. per annum) and other periodicals. 

Turning first to books recalling the giants of the past, a delightful work is 
The Inventor of the Valve: A Biography of Sir Ambrose Fleming by J. T. 
MacGregor Morris (1954, Television Society). Another pioneer of tele- 
communication and the founder of transmission theory, Oliver Heaviside, is 
commemorated in the Institution of Electrical Engineers’ Heaviside Centenary 
Volume (1950, 10s.), and a particular study of his work has been made by 
H. J. Josephs in, for example, Heaviside’s Electric Circuit Theory (2nd edition, 
1950, Methuen, 8s.6d.). 

Heaviside had strongly criticised the system of electrical units in use in his 
day and had compared it to a system in which unit area was taken as the 
surface area of a sphere of unit radius. On the initiative of the International 
Electrotechnical Commission, the rationalised M.K.S. system of units has 
been increasingly adopted in the last decade and a number of books deal with 
this. The M.K.S. System of Units by T. McGreevy (1953, Pitman, 21s.) pro- 
vides a full account of the background, mainly from the teaching point of 
view, and gives useful conversion tables. B.S.1637, Memorandum on the 
M.K.S. System of Electrical and Magnetic Units (1950, British Standards Insti- 
tution 3s.) also gives a useful summary. Electrical Units, with special reference to 
the M.K.S. System by E. Bradshaw (1953, Chapman & Hall, 1os.6d.) well 
repays study and emphasises the dimensional aspect. 


Even omitting the books on marginal subjects which the electrical engineer 
also needs, and concentrating on the general principles of electrical engineer- 
ing itself, the choice of books is now very wide, new editions of many old 
favourites having been supplemented by quite a range of new treatments. 
A good example of a revised classic is Alternating Current Electrical Engineering 
by P. Kemp (8th edition 1953, Macmillan, 40s.). Electrical Engineering (General) 
by A. T. Dover, F. T. Chapman with F. Brailsford and Harley Carter (1956, 
Longmans, 50s.) gives a new look at many basic topics from the point of 
electric circuits, instruments, apparatus and materials for use with direct 
currents and power-frequency alternating currents. Another interesting sur- 


84 





s 


vey is provided in Basic Electrotechnics by B. L. Goodlet (1955, Edward 
Arnold, 24s.), whilst a still more condensed outline of restricted scope is 
Electromagnetism: The M.K.S. System of Units by J. Goodier and G. Ghey 
(1952, Murray, 6s.). A noteworthy and more advanced survey, introducing 
such topics as vector potential, is The Electromagnetic Field in its Engineering 
Aspects by G. W. Carter (1954, Longmans, 42s.). Volume I of a series of text- 
books provided originally for the Services but made generally available is 
Electrical Fundamentals by G. R. Noakes (1956, H.M.S.O., 30s.). 


Digressing for a moment to safety problems, much valuable experience is 
enshrined in Electrical Safety by H. W. Swann (1959, Macdonald, 40s.), and in 
Safeguards against the Explosion Hazard in Industry by F. H. Mann (1957, 
‘Electrical Times’, 6s.). 

Among works on circuit theory introducing Heaviside’s operational 
calculus and the Laplace transform, mention should be made of Electric 
Circuit Theory: An Introduction to Steady State and Transient Theory, based on 
the Superposition Principle by H. Tropper (1949, Longmans, 18s.). A wide 
survey of a kind hitherto lacking is The Theory of Networks in Electrical Com- 
munication and other fields by F. E. Rogers (1957, Macdonald, 6ss.). Rogers 
brings out the extent of the common ground between light-current and 
heavy-current techniques, despite the fact that the aim of the former is to 
convey information and that of the latter, to convey energy. The circum- 
stances in which these aims conflict and the co-ordinating measures then 
required are dealt with in a comprehensive handbook: Interference between 
Power Systems and Telecommunication Lines by H. J. R. Klewe (Report M/T 
126 of the Electrical Research Association, 1958, Edward Arnold, 70s.). 


Before proceeding from the general to more specialised techniques, let us 
glance at a few works on materials, endeavouring, however, not to trespass 
into the fields of physics. For copper one has notably the excellent range of 
booklets produced by the Copper Development Association, 55 South 
Audley Street, London W.1, such as Publication No. 22, Copper for Busbars 
(roth edition 1959, gratis), which deals with the construction, fixing and 
jointing of busbars for indoor and outdoor installation. For aluminium much 
data is provided by the Aluminium Development Association, 33 Grosvenor 
Street, W.1, who sponsored and issued a report (1957) on A Symposium on 
Aluminium and its Alloys in Electrical Engineering held in May 1957. This in- 
cludes transmission and distribution lines and the use of aluminium strip for 
windings. Magnetic materials are surveyed in Magnetic Materials in the 
Electrical Industry by P. R. Bardell (2nd edition 1961, Macdonald, 32s.6d.) 
and in Soft Magnetic Materials used in Industry by A. E. de Barr (1953, Chapman 
& Hall for the Institute of Physics, s.). A critical account of many modern 
insulating materials is available in Insulation for Small Transformers: A Guide 
to Design and Testing by J. H. Mason and C. G. Garton, which is Report 
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L/T 381 of the Electrical Research Association (1959, 37s.6d.). Although 
primarily concerned with small transformers, this work has in fact a much 
wider application. 

Among the numerous works on machines, it must suffice to cite these 
recent issues: The Performance and Design of Direct Current Machines by A. E. 
Clayton (1959, Pitman, 40s.), The Performance and Design of Alternating 
Current Machines by M. G. Say (3rd edition 1958, Pitman, 37s.6d.), and The 
Performance and Design of A.C. Commutator Motors, including the single phase 
induction motor, by E. O. Taylor (1958, Pitman, 45s.). On the more theoreti- 
cal aspect of machines it is well to add Electromagnetic Principles of the Dynamo 
by E. B. Moullin (1955, Oxford University Press, s0s.). 

Turning now to transmission, Raw Materiais for Electric Cables by A. King 
and V. H. Wentworth (1954, Benn, 42s.) repays study and includes, for 
example, polytetrafluorethylene. A significant historical work is Development 
of Power Cables by P. V. Hunter and J. T. Hazell (1956, Newnes, 25s.). Then 
chiefly from the user’s point of view comes Power Cables: Their Design and 
Installation by C. C. Barnes (1953, Chapman & Hall; 2nd edition in prepara- 
tion). Cable ratings are dealt with in a number of reports of the Electrical 
Research Association. 

Overhead Line Practice by J. McCombe (1958, Macdonald, 25s.) is a valuable 
and practical summary of design, erection and maintenance, whilst the more 
theoretical aspects are dealt with in Electrical Characteristics of Overhead Lines 
by S. Butterworth (Report O/T4 of the Electrical Research Association, 
1954, 42s.). 

Considering power systems more generally, the field is very wide and it 
must suffice to mention among more recent works Power System Analysis by 
J. R. Mortlock and M. W. Humphrey Davies (1952, Chapman & Hall, 
50s.), Electric Power Stations by T. H. Carr (Chapman & Hall: Vol. 1, 4th 
edition 1954, 75s.; Vol. 2, 4th edition 1955, now reprinting) and High Voltage 
Direct Current Power Transmission by C. Adamson and N. G. Hingorani 
(1960, Garraway, 84s.). 

Regarding protection and control of power systems, the field is again vast 
and one can only mention Circuit Breaking (Researches by the British 
Electrical and Allied Industries Research Association) edited by H. Trencham 
(1953, Butterworth, 30s.), High Voltage A.C. Circuit Breakers by S. 
Gerszonowicz (1953, Constable, 63s.) and The J. & P. Switchgear Book: 
Being an Outline of Modern Switchgear Practice for the Non-specialist User by 
R. T. Lythall (sth edition 1953, Johnson & Phillips now reprinting). An 
interesting recent contribution is The Relay Protection of High Voltage Networks 
by G. I. Atabekov (1960, Pergamon Press, 84s.). On the more specialised 
aspect of fuses, a classic is Electric Fuses by H. W. Baxter (Report G/T 224 of 
the Electrical Research Association, 1950, Edward Arnold, 21s.). 
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For magnetic amplifiers, two fairly recent works may be cited: The Theory 
and Design of Magnetic Amplifiers by E. H. Frost Smith (1958, Chapman & 
Hall, 75s.) and Transductors and Magnetic Amplifiers by A. G. Milnes (1957, 
Macmillan, 63s.). 

The importance of measurements was stressed by the pioneer Lord Kelvin 
and there is no lack of guidance on the subject, both revisions of old favourites 
and new works. Among the former are Electrical Measurements and Measuring 
Instruments by E. W. Golding (4th edition, 1955, Pitman, 40s.) and Alternating 
Current Bridge Methods by B. Hague (sth edition 1957, Pitman, 6os.). A new 
treatment is Principles of Electrical Measurements by H. Buckingham and E. M. 
Price (1955, English Universities Press, 37s.6d.). On the application of 
measurement techniques to materials testing, we may cite as an example 
Magnetic and Electrical Methods of Non-destructive Testing by D. M. Lewis 
(1951, Allen & Unwin, 35s.). More specialised is High Voltage Laboratory 
Technique by J. D. Craggs and J. M. Meek (1954, Butterworth, 6ss.). 

Turning now to electronics and telecommunication, there is again a goodly 
heritage. Electronics by P. Parker (1950, Edward Arnold, 50s.) and Tele- 
communication Principles (in M.K.S. Units) by R. N. Renton (2nd edition 1958, 
Pitman, 45s.) provide general coverage, whilst the following are compre- 
hensive surveys: Telephony by J. Atkinson: Vol. 1, General Principles and 
Manual Exchange Systems; Vol. 2, Automatic Exchange Systems (1948 and 1951, 
Pitman, 40s. and sss.) and Telegraphy by J. W. Freebody (1959, Pitman, 80s.). 
A fairly recent vade mecum in this field is the Electronic Engineers’ Reference 
Book edited by L. E. C. Hughes (1959, Heywood, 84s.). 

For radio communication, one can turn to Short Wave Wireless Communi- 
cation by A. W. Ladner and C. R. Stoner (sth edition 1950, Chapman & 
Hall, 6s.) and Radio Communication by W. F. Lovering (1958, Longmans, 
60s.). The following are useful reference sources: Microwave Data Tables by 
A. E. Booth (1959, Iliffe, 27s.6d.) and Radio Valve Data, compiled by the 
staff of “Wireless World’ (7th edition 1961, Iliffe, 6s.). In addition a British 
Semiconductor Guide (1960) is issued by British Communications and Elec- 
tronics (7s.6d.). A relatively new application of radio technique is dealt with 
in The Exploration of Space by Radio by R. H. Brown and A. C. B. Lovell 
(1957, Chapman & Hall; 2nd edition in preparation). 

As regards television, one can cite the B.B.C. Training Manuals published 
for “Wireless World’ by Iliffe: Television Engineering: Principles and Practice 
by S. W. Amos and D. C. Birkinshaw—Vol. 1, Fundamentals, Camera Tubes, 
Television Optics, Electron Optics, written in collaboration with J. L. Bliss 
(1953, 35s.); Vol. 2, Video-frequency Amplification (1956, 35s.); Vol. 3, Wave- 
form Generation (1957, 30s.); Vol. 4, General Circuit Techniques (1958, 35s.). 

The remarkable development of the transistor in the last decade has 
occasioned an outpouring of special literature, of which one should mention 
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the Proceedings, Part B, of the International Convention on Transistors and 
Associated Semi-conductor Devices published by the Institution of Electrical 
Engineers in 1959 (Vol. 106B, Supplements 15-18, £7). Recent books on 
transistor circuits are: Reference Manual of Transistor Circuits (1960, Mullard, 
12s.6d.) and Transistor A. F. Amplifiers by D. D. Jones and R. A. Hilbourne 
(1957, Iliffe; 2nd edition in preparation). 

Much work, particularly by the Electrical Research Association, has been 
devoted to improving the reliability of resistors, capacitors, etc., and to 
climatic testing. Valuable summaries of the position are given in Modern 
Electronic Components by G. W. A. Dummer (1959, Pitman, 5$5s.), and 
in Electronic Equipment Reliability by G. W. A. Dummer and N. Griffin (1960, 
Pitman, 45s.). Miniaturisation is another important trend and one aspect is 
dealt with in The Technology of Printed Circuits by P. Eisler (1959, Heywood, 
60s.). 

Such techniques are of benefit in the design of digital and analogue com- 
puters which have extended their scope and application very greatly. 
Symposia have been held by the National Physical Laboratory and by 
the Institution of Electrical Engineers. A book for the non-specialist is 
Electronic Computers: Principles and Applications by T. E. Ivall (2nd edition 
1960, Iliffe, 25s.). 

We have so far considered mainly particular techniques. Looking for a 
moment at particular applications brings to our notice the following interest- 
ing surveys, the scope of which can be seen from the titles: Marine Electrical 
Practice by G. O. Watson (1957, Newnes, 35s.), Electric Lifts by R. S. Phillips, 
(1958, Pitman, 63s.), Electrical Equipment in Mines edited by H. Cotton (1955, 
Newnes, 50s.), and Principles and Practice of Aircraft Electrical Engineering by 
H. Zeffert (1960, Newnes, 90s.). On this last subject a symposium report also 
exists: Convention on Electrical Equipment for Aircraft (Vol. 103, Proceedings, 
Part A, Supplement I, 1956, Institution of Electrical Engineers, 30s.) 

While so much work on railway electrification is in progress the following 
general surveys will be of interest: Electric Traction by A. T. Dover (3rd 
edition 1954, Pitman, 60s.) and Electric Railway Engineering by T. Ferguson 
(1955, Macdonald & Evans, 63s.). 

Steam plant has been largely neglected here, although it continues to pro- 
vide, and with increasing efficiency, the bulk of our electrical power. How- 
ever, it is interesting in conclusion to cite a few works dealing with the ex- 
ploitation of other energy sources: Water Power Engineering by R. Hammond 
(1958, Heywood, sos.), The Generation of Electricity by Wind Power by E. W. 
Golding (1955, Spon, 50s.) and Calder Hall: The Story of Britain’ s First Atomic 
Power Station by K. Jay (1956, Methuen, $s.). 


Mr. K. J. Young is with the Electrical Research Association and has been interested in electrical 
engineering literature for some years. 
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THE BOOKS REVIEWED in the following pages have been selected for their 
merit with the collaboration of: 
Aslib (Association of Special Libraries and Information Bureaux) 
British Council Medical Library 
British Drama League 
British Library of Political and Economic Science (London School of Economics) 
Commonwealth National Library (Canberra, Australia) 
Institute of Advanced Legal Studies (University of London) 
Library Association 
National Library Service (Wellington, New Zealand) 
Public Library of Toronto (Canada) 
Royal Commonwealth Society 
Royal Institute of British Architects 
Royal Institute of International Affairs 
Royal United Service Institution 
Victoria and Albert Museum 
and many individual specialists. 


THE CLASSIFICATION follows the Standard (16th) Edition, revised, of the Dewey 
Decimal Classification, and the Dewey number is given in brackets at the end of 
each entry. In the Literature Section an A after the Dewey number indicates Australia, 
C Canada, NZ New Zealand and SA South Africa. 


THE PRICES QUOTED in this list are subject to alteration. All publishers are 
London firms except where otherwise stated. 


ORDERS FOR BOOKS should be placed with a local bookseller or (if this is not 
possible) may be addressed to the Booksellers Association of Great Britain and 
Ireland, 14 Buckingham Palace Gardens, London, $.W.1, who will forward them 
to a bookseller in Britain. Such orders will be dealt with, however, only when 
accompanied by a remittance sufficient to cover the cost of the book and carriage, 
and where not sent in Sterling, the appropriate cost of conversion. 


UNESCO BOOK COUPONS can be used for the purchase of British books and 
periodicals in many countries in which there are currency difficulties. 


INFORMATION ABOUT BOOKS (and periodicals) on all subjects, and biblio- 
graphical guidance, may be obtained by overseas readers from the nearest office of the 
British Council (which maintains libraries in most countries) and whenever necessary 
such enquiries will be referred to the appropriate department of the Councilin London, 
which is in consultation with the foremost British authorities in all fields of knowledge. 
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February, 1961 


REVIEWS 
A SELECTION OF RECOMMENDED BOOKS 


PUBLISHED IN THE BRITISH COMMONWEALTH 


%* New periodicals of note are also included 





GENERAL WORKS 

Bibliography 

PUBLISHED BY H.M.S.O. A Bricf Guide to Official Publications 

H.M. Stationery Office, 1s. 1960. 21-5 cm. 64 pages. Illustrations. Paper covers. 

Each year over five thousand publications and sixty periodicals are published by Her 
Majesty’s Stationery Office on behalf of Parliament, Government departments and 
other public institutions. The range of these publications, of which over twenty 
million copies are printed, is extremely wide and this booklet, very pleasantly 
illustrated, performs a useful service by giving a general description of them under 
broad subject headings. It is not a catalogue, but the catalogue service of H.M.S.O. 
is described in an appendix and there is a useful note on “How to buy government 
publications’. (015-42) 


BRITISH SCIENTIFIC AND TECHNICAL BOOKS, 1953-7. A 
Select List of Recommended Books published in Great Britain and the Common- 
wealth. Edited by L. J. Anthony. James Clarke for Aslib, 56s. 1960. 25-5 cm. 262 
pages. Index. 

This important bibliography is a continuation of British Scientific and Technical 

Books, 1935-1952, and includes many of the important and useful British books 

published in this wide field. The entries are based on those in the well-known Aslib 

Booklist and therefore only a few of the monographs, reports and papers issued by 

societies and institutions are included. The classified bibliography follows the order 

of the Universal Decimal Classification with a few modifications, and each entry is 
followed by a symbol indicating the scope and suitability of the book for a particular 
class of reader. Specific subjects are noted in a subject index and an author index is 

also provided. (016-5) 


Libraries and Library Science 
LIBRARY MANUAL. For Library Authorities, Librarians and Honorary 
Library Workers. S$. R. Ranganathan. 2nd edition. Asia Publishing House (Bombay 
and London), 40s. 1960. 23 cm. 416 pages. Diagrams. Bibliography. Index. 
(Ranganathan Series in Library Science, 6) 
This second edition of a most detailed manual, by the famous and prolific Indian 
writer on library science, has been completely rewritten. With Indian librarianship 
mainly in mind, one-third of the book is devoted to those aspects of library science 
which will help library authorities and committees to frame policies. The remaining 
two-thirds gives detailed technical information on the routine, classification and 
cataloguing which is considered necessary for the day-to-day administration of a 
library. The rich experience of the author is such that his manual has a very 
considerable value to students and workers in the library field, particularly in the 
East. (020-2) 
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LIBRARY DISPLAY. Stephanie Borgwardt. Witwatersrand University Press 
(Johannesburg), 40s. 1960. 22 cm. 194 pages. Illustrations. Diagrams. References. 
This practical and well-illustrated book, by a South African librarian, deals with 
almost all conceivable forms of display work which can be carried out as a ‘library 
art’, and as a means of bringing books closer to readers. Many library exhibitions 
held in various parts of the world are described and special attention is given to 
display work and publicity in the small library. A section of the book is devoted to 
South African points of view in display work. (021-7) 


Collected Works 


THE SELECTED WRITINGS OF WILLIAM LYON MACKENZIE, 
1824-1837. Edited by Margaret Fairley. Oxford University Press (Toronto and 
London), $6.50; 52s. 1960. 23 cm. 384 pages. Illustrations. Index. 

Mackenzie is perhaps best known as the leader of an unsuccessful rebellion in Ontario 

in 1837—the Rebellion which led to Lord Durham’s appointment and Report, and 

to colonial responsible government. He was also, however, one of Ontario’s early 
newspaper editors, championing radicalism, of course, but interested, too, in 
practically everything that went on in the colony, and most of the things outside it 
as well. Mrs. Fairley has compiled a fascinating anthology of his writings before the 

Rebellion, which gives tremendous insight both into Mackenzie’s own mind and 

character, and into the life of this times. His talents for vituperation she has mercifully 

hidden—for the rest, the cocky little Scotsman, with his traditional respect for hard 
work, piety and self-improvement, and his distrust of entertainment and frivolity, 

stands clearly revealed. (081) 


PHILOSOPHY [AND PSYCHOLOGY] 


MYSTERIES AND REALITIES OF THIS WORLD AND THE 
NEXT. A. da Silva Mello. Translated from the Portuguese by M. B. Fierz. 
Weidenfeld & Nicolson, 35s. 1960. 22-5 cm. 494 pages. Facsimiles. 

This is a very interesting and provocative work by a member of the Brazilian 

Academy of Medicine and a leading psychoanalyst. Dr. da Silva Mello began his 

investigations into so-called psychical phenomena in 1927 and here describes how 

he came to definite and startling conclusions. He disbelieves in the reality of para- 
normal phenomena and thinks that all can be explained in terms of the known. In 
his view psychical researchers are both credulous and gullible and are to be blamed 
for pandering to human superstition and the widespread hunger for the occult. 
This is a book for both the general reader and the expert, but unfortunately it has 
no index or list of authorities. (133-07) 


THE SINGLE WOMAN: Her Adjustment to Life and Love. Laura Hutton. 
3rd edition. Barrie & Rockliff, 12s.6d. 1960. 19°5 cm. 148 pages. 
To single women of some intelligence, who find life dreary, and general practitioners 
and others concerned for her wellbeing, this examination of the foundations of her 
emotional, sexual and social difficulties should prove helpful. A former Physician to 
the Tavistock Clinic, London, Dr. Hutton brings wisdom to her task; she excels in 
her understanding and sympathy for women troubled by problems which they 
cannot understand, and she offers much advice on both the psychological and practical 
levels of everyday living. (136-15) 
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DISCUSSIONS ON CHILD DEVELOPMENT. A Consideration of 
the Biological, Psychological, and Cultural Approaches to the Understanding 
of Human Development and Behaviour. Edited by J. M. Tanner and Barbe] 
Inhelder. Vol. 4. The Proceedings of the Fourth Meeting of the World Health 
Organization Study Group on the Psychological Development of the Child, 
Geneva, 1956. Tavistock Publications, 30s. 1960. 22-5 cm. 200 pages. Diagrams. 
Bibliography. Index. 

Fifteen experts took part in this, the final meeting of the Study Group, which 

represented current thought on the several approaches to the subject, biological, 

anthropological, cthological, electrophysiological, psychological and psycho- 
analytical. The meeting sought to synthesize the data presented at previous meetings 
and, to this end, Jean Piaget opened the discussion with a precirculated paper, 
formulating specific questions to experts and general questions to the whole group, 
regarding factors affecting development. The replies of Konrad Lorenz, Margaret 

Mead, Grey Walter, J. M. Tanner, R. Zazzo and L. von Bertalanffy were duly 

followed by a post-discussion paper by Jean Piaget on the part played by equilibration 

processes in development. In Part 2, there is a further discussion, among other subjects, 

on psychosexual stages and general system theory. (136-7) 


CLINICAL CHILD PSYCHIATRY. Kenneth Soddy. Bailliére, 42s. 1960. 
24°5 cm. 480 pages. Index. 
Primarily intended for postgraduate students of child psychiatry, child guidance teams, 
psychologists and psychiatric social workers, this textbook has much to offer those 
engaged in work with children, whether general practitioners, paediatricians, school 
medical officers, teachers or nurses. The Physician to the Department of Psychological 
Medicine, University College, London, takes as a basis some 100 cases illustrating the 
type of problem frequently presenting in child guidance clinics; for the most part they 
are normal children and the circumstances which have caused the difficulty are of a 
kind encountered by most families at one time or another. Their disorders are con- 
sidered aetiologically, according to the stage in the child’s development at which the 
various contributory causes have most effect, the text of each chapter being followed 
by the illustrative case histories, in which family and cultural influences are taken into 
account. Finally two sections deal with child guidance work and preventive mental 
hygiene. (136-762) 


JOKES AND THEIR RELATION TO THE UNCONSCIOUS. 
Sigmund Freud. Translated from the German and edited by James Strachey. 
Routledge & Kegan Paul, 25s. 1960. 22-5 cm. 262 pages. Bibliography. Indexes. 

Studded with jokes depending on word-play in German, Freud’s contribution to the 

pyschology of humour (previously translated as Wit and its Relation to the Unconscious) 

deserved this new, extremely scrupulous translation, which also forms part of the 

Standard Edition of Freud. Although Freud’s elaborate, sometimes laborious, analysis 

shows that psychological processes in joking are closely similar to those that occur in 

dreaming, it seems questionable whether his special concept of the unconscious was 
strictly necessary to his explanations. But the book stands in its own right and libraries 

not needing the whole Standard Edition will welcome this separate issue. (153-8) 


THE CONCEPT OF MIND IN INDIAN PHILOSOPHY. Sarasvati 
Chennakesavan. Asia Publishing House (Bombay and London), 25s. 1960. 22-5 cm. 
176 pages. Bibliography. Index. 

The author of this work is an Indian university teacher who has had experience of 

teaching philosophy in the United States. She describes it as an attempt to understand 
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and explain the nature of mind from the standpoint of Indian philosophy. The earlier 
chapters are devoted to a study of the theories of mind of certain exponents of the 
Advaita school. A discussion of the Yogic disciplines of the mind follows. The latter 
part of the book draws comparisons with some Western theories of mind, leading to 
the conclusion which is fundamental for classical Indian philosophy, that the mind is 
not to be equated with the self, which is the only final reality. A useful book for 
students and teachers of philosophy. (181-4) 


RELIGION 


THE GOSPELS RECONSIDERED. A Selection of Papers read at the 
International Congress on the Four Gospels in 1957. Blackwell (Oxford), 27s.6d. 
1960. 235 cm. 222 pages. References. 

This book contains a selection from a collection of papers read at the Congress and 

published under the title Studia Evangelica. There are sixteen contributions and the 

writers come from England, the Continent and Canada. The present position of 
textual criticism, the New Testament and the theology of history, the beginnings of 
the Gospel tradition, the purpose, topography and archaeology of the Fourth Gospel, 

Luke and the Eucharistic tradition, are among the themes discussed. While the papers 

were written without collaboration, there is a significant measure of agreement in 

their general approach. (226) 


ACCORDING TO MARK. A Running Commentary on the Oldest 
Gospel. Philip Carrington. Cambridge University Press, 0s. 1960. 22-5 cm. 396 pages. 
Indexes. 

In this volume the Protestant Archbishop of Quebec connects the story and 

message of Mark’s Gospel with popular Jewish religion and the life and witness of the 

primitive Church. While the author’s previous study (The Primitive Christian Calendar, 
which submits that the material of the Gospel is arranged in lections related to the 

Jewish calendar) is taken into account, the main aim of this work is more compre- 

hensive. The book is, in fact, a running commentary on the whole text in accordance 

with the chapter-divisions of the earliest manuscripts. It is contended that Mark played 
the part of “Boswell’ to Peter’s ‘Johnson’ and set down his recollections without losing 
the salt of the original. Here is a commentary marked by originality, wide scholarship 
and the human touch, and if it does not always gain the reader’s assent, it invariably 
commands his admiration. (226-3) 


I & If PETER AND JUDE. Introduction and Commentary. C. E. B. 
Cranfield. $.C.M. Press, 12s.6d. 1960. 19 cm. 192 pages. Bibliography. ( Torch Bible 
Commentaries) 

Part of this volume by Mr. Cranfield, a lecturer in theology in Durham University, 

is an expansion of his earlier commentary on I Peter. In the present introduction to 

I Peter, he deals with the liturgical hypothesis of the epistle’s origin, with special 

reference to the views of Preisker, Cross and Moule. The brief introduction to II Peter 

and Jude directs attention to the dependence of II Peter on Jude. Mr. Cranfield has a 

firm grasp of the critical issues and his commentary reveals a profound religious insight 

combined with an enviable clarity. (227-9) 


STUDIES IN THE GOSPEL OF THOMAS. R. McL. Wilson. Mowbray, 
21s. 1960. 22-5 cm. 168 pages. Bibliography. Index. 

The present study is not intended to be a commentary on the Gospel of Thomas 

discovered in 1946 at Hag Hammadi in Egypt, but rather a guide to the literature which 
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it has already attracted and a critical assessment of the theories advanced about its 
origin and nature. The author, a lecturer in New Testament language and literature in 
the University of St. Andrews, examines the new document in this competent and 
well-written survey in relation to the Four Gospels, its parables and other sayings, the 
Gnostic and Jewish-Christian elements and the possibility that it may also include 
elements of genuine early tradition. (229-8) 


ANSELM: FIDES QUAERENS INTELLECTUM. Anselm’s Proof of 
the Existence of God in the Context of his Theological Scheme. Karl Barth. 
Translated from the German by Ian W. Robertson. ON THE ETERNAL 
IN MAN. Max Scheler. Translated from the German by Bernard Noble. 
A DIALOGUE OF RELIGIONS. Ninian Smart. S.C.M. Press, 253., 
63s., and 18s. respectively. 1960. 22-5 : 23 : 22-5 cm. 174 : 480 : 142 pages. Index. 
(Library of Philosophy and Theology) 

The first two volumes are intended primarily for advanced students of philosophical 

theology, while the third is better suited to the needs of the general reader who is 

baffled by the seemingly discordant voices of the world’s religions. Anselm contended 
that if by God we mean ‘that than which nothing greater can be conceived’, we can- 
not conceive of Him other than as existing. This argument, Barth contends, must be 
interpreted in the light of Anselm’s theology which assumes that God gave himself 
to man to know and that he was able to know God. Apart from this assumption, there 
is no proof of the reality of God, but once it is allowed the proof has considerable 
power. The analysis, exposition and evaluation of Anselm’s proof constitute an 

important contribution to philosophical theology. Max Scheler (1874-1928) had a 

decisive influence on German philosophy in the period following the First World 

War. Throughout the 19th century attempts were made to interpret religion in the 

light of science or psychology, and it is the chief merit of this difficult but stimulating 

work to show by an intuitive rather than a systematic approach that religion is a 

unique essence, and, far from being explicable by reference to extra-religious concep- 

tions, it is itself directly accessible to knowledge. While the greater part of the book 
deals with philosophy and the essential features of religion, the addresses on ‘Christian 

Love and the Twentieth Century’ and “The Reconstruction of European Culture’ 

merit careful study. Ninian Smart, a lecturer in the history and philosophy of religion 

in the University of London, believes that an imaginary dialogue shared by members 
of different religions may promote mutual understanding, particularly between East 
and West. The characters taking part are a Christian, a Jew, a Muslim, and two 

Buddhists (from Ceylon and Japan). Among the themes discussed are polytheism, 

Nirvana, worship, the Incarnation and history, good and evil. The dialogue is well 

conceived, sometimes brilliant and less confusing than the author’s brief introduction. 


(231) (201) (291-2) 


SPIRIT OF GOD. Eduard Schweizer and others. Translated from the 
German by A. E. Harvey. Black, 15s. 1960. 21 cm. 132 pages. References. Biblio- 
graphy. Index. (Bible Key Words from Gerhard Kittel’s Theologisches Wérterbuch 
zum Neuen Testament) 

This book is the most recent addition to the series of Bible Key Words taken from 

Kittel’s Wérterbuch. Some of the material in the article on ‘Spirit’ in that “Word-book’ 

has been omitted, but we have here wholly or in part the sections on the Spirit in the 

Old Testament and Rabbinic Judaism, and, more particularly, the teaching of the 

New Testament which is systematically and exhaustively surveyed by Eduard 


94 





-.,. AF > © weet he 


rn” - wees — ~ ae xe hl. 


~_: 


—- - = A FF FS wT 


Schweizer. The discussion is well-documented and an English bibliography adds to the 
usefulness of an indispensable guide to the study of a Bible key word and doctrine. 


(231-3) 


THE MOUNT OF PURIFICATION. With Meditations and Prayers, 
1949, and Collected Papers, 1946. Evelyn Underhill. Longmans, 12s.6d. 1960. 
17 cm. 340 pages. 

Miss Underhill was widely acknowledged as a master of the spiritual life, and this 

volume contains an excellent summary of her teaching. Reprints of ‘Meditations and 

Prayers’ and ‘Miscellaneous Essays’ (originally published as Collected Papers) here 

appear with seven addresses on the Mount of Purification. In these addresses, the 

author uses the analogy of Dante’s Purgatorio and shows how the victorious moulding 
of temperament takes one nearer, stage by stage, to the summit of the mount. The 
meditations are based on biblical passages, while the essays deal with prayer, worship, 

the mystic life and the teacher’s vocation. (240) 


THE ORIGINS OF THE MODERN ROMAN LITURGY. The 
Liturgy of the Papal Court and the Franciscan Order in the Thirteenth Century. 
S. J. P. van Dijk and J. Hazelden Walker. Darton, Longman & Todd, 703. 1960. 
225 cm. 618 pages. Illustrations. Diagrams. Map. Bibliography. Index. 

This is an extremely well documented book for those scholars who specialise in 

liturgical history. The authors show how the Franciscans adopted the liturgical 

customs of the Lateran Palace, which customs eventually became the official worship 
of Roman Christendom. To elucidate this, the writers discuss the whole 13th century 

Roman liturgy against the background of its books and worship, as well as the history 

of the Papal court and the Order of St. Francis. (264-02) 


THE EARLY CHRISTIAN FATHERS. F. L. Cross. Duckworth, 15s. 
1960. 19 cm. 218 pages. Bibliography. Indexes. (Studies in Theology) 

The Lady Margaret Professor of Divinity in Oxford University has provided us with 
an authoritative review of Christian literature from the Apostolic Fathers to the 
beginning of the 4th century with numerous footnotes, a bibliography and a valuable 
note on patristic study. Included in this survey, which will _— indispensable to 
students of historical theology, we have an account of the Apologists, the Apocryphal 
Scriptures, the literature of Gnosticism, the Alexandrians, the African writers, 
Hippolytus and the Church of Rome, the later Greek and Latin writers. The manual 
is not designed for continuous reading but for use in conjunction with the texts. 


(281-1) 


THE MIND OF THE OXFORD MOVEMENT. Edited and introduced 
by Owen Chadwick. Black, 16s. 1960. 22-5 cm. 240 pages. Indexes. (Library of 
Modern Religious Thought) 

The Oxford Movement was one of the most potent movements in English Church 

history and, as Professor Chadwick, Master of Selwyn College, Cambridge, here 

observes, its strength lay in the fact that it was not simply dogmatic but that it saw 
dogma in relation to worship, the numinous, conscience and the immediate experience 
of God. The thought and life of its leaders—Newman, Keble, Pusey—are considered 
in a discriminating introduction, and their doctrines find striking illustration in well- 
chosen passages from Tractarian writings dealing with faith, authority, the sacraments, 
prayer and the way of holiness. (283-42) 
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EARLY BUDDHIST MONACHISM. Sukumar Dutt. Revised edition. 
Asia Publishing House(Bombay and London), 35s. 1960. 22-5 cm. 184 pages. References. 
Index. 

This is a revised edition of a well-known and valued work in the field of Buddhistic 

studies, in which Dr. Sukumar Dutt of the University of Delhi describes the earlier 

centuries of Buddhist monasticism in India. He makes the point that the Buddhist 
contribution to the totality of Indian culture was essentially made through its 
monasteries and Orders. Far too little is known of their history; much of what we do 
know was formulated in this work, which first appeared nearly forty years ago. 

Buddhistic scholars will welcome this revised edition. It is also excellent reading for 

laymen with interests in Indian cultural history. Sanscrit and Pali excerpts are given 

English translations. (294°3) 


THE SUFI MESSAGE OF HAZRAT INAYAT KHAN. Vol. IL 
The Mysticism of Sound; Music; The Power of the Word; Cosmic Language. 
Barrie & Rockliff for the International Headquarters of the Sufi Movement (Geneva), 
32s.6d. 1960. 22 cm. 262 pages. Frontispiece. 

Hazrat Inayat Khan was a Sufi mystic and teacher of considerable note who died some 

thirty years ago. He left behind him works which are now appearing in a collected 

edition. This is the second volume of the series and contains the bulk of his teaching 
on the philosophy of sound and music. His doctrine holds that all living things, 
including man, are formed of vibrations and live and move among them. Vibration 
in the form of consciousness is the origin of all creation. Vibrations materialise in the 
form of sound; consciousness hears them and becomes aware of itself. For this reason 
sound, either in the form of the word or Logos, or in the form of music, means so 
much to man, the self-conscious being. A book of interest to students of Sufism and 
other branches of the mystical doctrine. (297) 


SOCIAL SCIENCES 
Sociology 
FAMILY AND CLASS IN A LONDON SUBURB. Peter Willmott 
and Michael Young. Routledge & Kegan Paul, 21s. 1960. 22-5 cm. 202 pages. 
References. Index. (Reports of the Institute of Community Studies) 
In contrast to their study of a working class community, Family and Kinship in East 
London, this book by the Deputy Director and Director, respectively, of the Institute 
of Community Studies is concerned with a largely middle class district. It describes, 
mainly from extensive personal interviews, the general pattern of life in the suburb 
Woodford, Essex, as regards such matters as family relationships, social organisation, 
neighbourliness and class tensions. General readers as well as sociologists will be 
interested in the comments volunteered by many of those interviewed, as well as in 
the points of similarity and difference between life in Woodford and the East End of 
London. (301-42) 


GROWING OLD IN A MECHANIZED WORLD. The Human 
Problem of a Technical Revolution. F. Le Gros Clark. Nuffield Foundation, 7s.6d. 
1960. 22 cm. 148 pages. Index. Paper covers. (Studies of Ageing within the Conditions 
of Modern Industry) 

As the Director of the Nuffield Foundation points out in his foreword, the age at 

which men become ‘marginal’ labour is determined by factors which are constantly 

changing. This is borne out in Mr. Le Gros Clark’s detailed survey of the position of 
older workers in various highly mechanised manufacturing plants, in which he dis- 
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cusses the effects of mechanisation on their employability and the possibilities of 
transfer to lighter work. Concluding that for some years to come it may be im- 
practicable for most ageing men to be retained at work, he shows the need for sympa- 
thetic research into the problems of retirement. (301-435) 


WHITAKER’S ALMANAC 1961. Whitaker, Library edition, leather 
bound with 16 coloured maps, 37s.6d.; Complete edition, cloth boards, 21s.; 
Shorter edition (696 pages), paper bound, 11s.6d. 1960. 18-5 cm. 1,192 pages. 
Illustrations. Index. 

A special section on Africa has been added to the summary of events of the year, and 

in the Foreign Countries section there are new articles on the many states which were 

granted independence in 1960, notably Somalia, the Congolese Republic and the 
former French colonies and trusteeships of west and central Africa. Information about 
area and population, constitution, education, finance, production, industry and com- 
munications is given as usual for all countries, except in the shorter edition, which 
omits the surveys of countries other than Great Britain, and also the miscellaneous 
information concerning the arts, sport, societies, banking, etc. The exhaustive, highly 
efficient index has some 25,000 entries. (305) 


Political Science 


THE BRITISH WEST INDIES. The Search for Self-Government. Morley 
Ayearst. Allen & Unwin, 25s. 1960. 22-5 cm. 258 pages. Map. Bibliography. Index. 
After briefly surveying the constitutional history of the British West Indies, the author, 
who is Professor of Government in New York University, gives a concise account of 
political developments during the last fifteen to twenty years. He describes central and 
local government, Federation, the main political parties and briefly summarises 
imperial policy towards self-government. One chapter deals sensibly with the main 
problems facing the British West Indies today and there are several useful tables 
relating to income and expenditure. The book confines itself to straightforward 

description and should be useful chiefly for newcomers to West Indian affairs. 
(320-9729) 


FREEDOM OF SPEECH IN THE WEST. A Comparative Study of 
Public Law in France, the United States and Germany. Frede Castberg. Allen & 
Unwin, 35s. 1960. 225 cm. 490 pages. Bibliography. Index. 

This work, by the Professor of Constitutional and International Law and former 

Rector of the University of Oslo, is an authoritative and well documented survey of 

freedom of speech in the constitutional history of France, the United States and 

Germany. For each country, the main historical developments are surveyed from the 

latter part of the 18th century, with consideration as to the degree of freedom of 

specch at different periods, both in theory and in practice. In his concluding chapters, 
the author compares the three countries showing the fundamentally different develop- 
ment in each, although freedom of expression as a rule of public law was historically 
founded on the doctrine of natural law in all three countries. Finally he puts forward 
some personal views on the purposes freedom of speech is intended to serve and its 
philosophical justification. (323-443) 


RACE AND NATIONALISM. The Struggle for Power in Rhodesia- 
Nyasaland. Thomas M. Franck. Allen & Unwin, 30s. 1960. 22-5 cm. 382 pages. 
References. Index. 


For some months past the Federation has been attacked by a veritable barrage of 
bibliography from scholars and academics. The “double-think’ of Partnership is so 
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complicated that each of them can find something new to say. Dr. Franck’s book, first 
ublished in the U.S.A., tries to analyse Partnership by treating it on several planes; 
legally, economically, educationally, politically, socially, and in terms of the consti- 
tution. Like his predecessors, Dr. Franck concludes that it is all a sham. Many of his 
arguments are new and challenging, particularly his view that British policy relied 
too much on inappropriate discretionary powers, and could have learned much by 
applying American federal concepts in creating the Federation. Maps, and some 
acknowledgment of the work of other scholars, might improve the work a little. 
(325-342) 
PERSPECTIVES ON PEACE, 1910-1960. Published under the auspices 
of the Carnegie Endowment for International Peace. Stevens & Sons, 21s. 1960. 
25 cm. 210 pages. Illustrations. 
To celebrate the fiftieth anniversary of the Carnegie Endowment for International 
Peace, twelve distinguished statesmen and writers were asked to contribute their ideas 
on the nature of a durable world peace and the means of securing it. This resulting 
volume is a unique symposium of essays by James T. Shotwell, Sir Harold Nicolson, 
Salvador de Madariaga, Dag Hammarskjold, Paul-Henri Spaak, Jean Monnet, Alberto 
Lleras Camargo, Lester B. Pearson, Ismet Inénii, Max Huber, Henri Bonnet and Sir 
Norman Angell. Very appropriately, the book opens with a study of Andrew 
Carnegie as an apostle of peace, by Joseph E. Johnson and Bernard Bush. (327) 


THE RISING AMERICAN EMPIRE. R. W. Van Alstyne. Blackwell 
(Oxford), 30s. 1960. 22 cm. 228 pages. Maps. Index. 
In a world where the United States is frequently abused as one of the ‘imperialist’ 
powers of the West, it is important to know the truth through a study of the historical 
development of American foreign policy and imperialist aims. This book provides a 
useful introduction, for it is a concise and objective study of American diplomacy 
from the 17th century up to the day before yesterday. The work has grown out of 
the Commonwealth Fund Lectures which the author gave at University College, 
London, in 1956. It is the fruit of wide reading, and contains the results of the author’s 
own researches, particularly on American diplomacy during and after the War of 
American Independence. (327°73) 


Economics 
ON ECONOMIC GROWTH. An Essay in Pure Theory. D. M. Bensusan- 
Butt. Oxford University Press, 21s. 1960. 19 cm. 224 pages. Diagrams. Index. 

This highly abstract study by a research fellow at Nuffield College, Oxford, discusses 
two long-term models of economic development. In the first, the accumulation of 
fixed capital is shown in its purest form, excluding all other dynamic forces. In the 
second, population is no longer constant, land is allowed to become a scarce factor and 
hence there arises a pressure of population on food supplies. From this pure abstraction 
the author goes on to consider technical progress, uncertainty, money, the state and 
welfare, which he had so far neglected. As a whole, the essay is an aid to clear 
reasoning. (330-1) 


EXERCISES IN ECONOMIC ANALYSIS. Joan Robinson. Macmillan, 
16s. cloth; 6s. paper covers. 1960. 19 cm. 262 pages. Index. 

University undergraduates will greatly appreciate this book by a well-known writer 

on economics who is Reader in Economics in the University of Cambridge. It con- 

sists of a series of practical exercises which the student is expected to work out for 
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himself on the lines indicated, and which are designed to give him a surer grasp of 
certain important principles of production, distribution, exchange, capitalist industry 
and the price system than he might otherwise obtain, and which introduce him straight 
away to the methodology of the subject. The cheap paper-bound edition will be a 
boon to the young student. (330-1) 


LORD OF THE ISLES. Lord Leverhulme in the Hebrides. Nigel Nicolson. 
Weidenfeld & Nicolson, 30s. 1960. 225 cm. 276 pages. Illustrations. Maps. Biblio- 
graphy. Index. 

This is an account of the one unsuccessful venture of the first Viscount Leverhulme, 

the world-famous soap magnate, who died in 1925. It describes his attempts to bring 

prosperity to the islands of Lewis and Harris, in the Outer Hebrides, by establishing 
factories, ports and railways and developing agriculture and fisheries, and shows how 
it happened that the people chose to continue in their old way of life. The book is 
written in a pleasant style by the author of People and Parliament, and gives many 
glimpses of the character of Lord Leverhulme and of life in the Isles. (330°94117) 


AN ECONOMIC HISTORY OF ENGLAND, 1870-1939. William 
Ashworth. Methuen, 36s. 1960. 22-5 cm. 448 pages. References. Index. (Economic 
History of England) 

This is the second volume to be published in an important series, edited by Professor 

T. S. Ashton, which is designed to cover in five volumes by different writers the 

economic history of England from the Middle Ages to 1939. The author of the present 

volume, who is Professor of Economic and Social History in the University of Bristol, 
gives a well-balanced account of the industrial, commercial, financial and labour con- 
ditions from 1870 to 1914, the economy and economic consequences of the First 

World War and the economic activities and policies of the interwar period. The book 

may be confidently recommended to students and others. (330-942) 


UNEMPLOYMENT, FULL EMPLOYMENT AND INDIA. Nabagopal 
Das. 3rd edition. Asia Publishing House (Bombay and London), 20s. 1960. 22°5 cm. 
94 pages. Bibliography. Index. 

Changes in government policy and in political and economic circumstances since 1948, 

when the second edition of this work was published, have led Dr. Das to rewrite it so 

as to give completely up-to-date recommendations for dealing with India’s vast prob- 
lem of unemployment. His training as an economist and his experience as Director- 

General of the Employers’ Federation of India and a delegate to two International 

Labour Conferences have enabled him to treat the subject clearly and concisely. 

Dr. Das is the author of Industrial Enterprise in India, Studies in Indian Economic Problems 

and other contributions to applied economics. (331°137954) 


WOMEN WORKERS OF INDIA. Padmini Sengupta. Asia Publishing 
House (Bombay and London), 20s. 1960. 22°5 cm. 312 pages. Bibliography. Index. 
Mrs. Sengupta, a graduate of the University of Madras, is Vice-President of the All 
Bengal Women’s Union and was for eight years a women’s labour officer; she has 
been editor of the journal India Monthly and is the author of Pioneer Women of India 
and other works. Her new book gives a wealth of statistical information on the nature 
and surprising extent of women’s employment in India, ranging from heavy outdoor 
work to appointments in the legal and other professions and the arts. She finally dis- 

cusses the likely demand for women workers as affected by the Five Year Plans. 
(331-40954) 
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HOUSING AND TOWN AND COUNTRY PLANNING IN THE 
U.K. DEPENDENCIES. H.M. Stationery Office, 3s.6d. 1960. 23-5 cm. §2 pages. 
Illustrations. Paper covers. (Central Office of Information Reference Pamphlets) (331-833) 

See under HEALTH IN THE UNITED KINGDOM DEPENDENCIES, 

page 113. 


TRADE UNION LAW. Norman Arthur Citrine. 2nd edition. Stevens & 
Sons, £/5 $s. 1960. 25-5 cm. 700 pages. Index. 
This is the second edition of what has become a standard treatise on British Trade 
Union law since it was first published in 1950. The first part sketches the legal history 
and principles of trade unions; part two covers questions of status and contract em- 
bracing legislation from the Trade Union Act 1871 down to the present day; the third 
part is on matters where criminal law and civil wrongs are involved; while the fourth 
part contains extensive appendices, giving the text of miscellaneous statutes, regula- 
tions, forms, rules of court and a summary of matters provided for in the rules of trade 
unions. This work is indispensable for those concerned with labour law, whether in 
legal practice or as employers or trade union officials. (331880942) 


SOME REFLECTIONS ON MONETARY POLICY IN THE 
LIGHT OF THE RADCLIFFE REPORT. Sir Oliver Franks. Asia 
Publishing House (Bombay and London), 7s.6d. 1960. 19-5 cm. 80 pages. (Sir Dorab 
Tata Memorial Lectures, 1960) 

The Dorab Tata Trust was fortunate in securing for its first lectures, delivered in 

Bombay University, the services of Sir Oliver Franks, Chairman of Lloyds Bank, 

whose numerous high offices have included that of Provost of the Queen’s College, 

Oxford, British Ambassador in Washington and member of the Radcliffe Committee. 

The report and evidence of this committee on the monetary policy of the United 

Kingdom have aroused considerable discussion, and Sir Oliver’s further comments in 

these three brilliant lectures on the objectives, methods and international aspects of 

monetary policy cannot fail to attract eager attention from economists and bankers. 
(332-49) 


MONEY UNDER REVIEW. W. Manning Dacey. Hutchinson, 25s. 1960. 
22 cm. 176 pages. Diagrams. Index. 
The Economic Adviser to Lloyds Bank here elaborates some of the ideas in his book 
The British Banking Mechanism with regard to the means of monetary control, and 
raises other questions on British finance, including problems of funding and the signi- 
ficance of long and short term rates of interest. Mr. Dacey’s discussion is based on the 
findings of the Radcliffe Committee of Inquiry into the Monetary and Credit Systems, 
1957, before which he gave evidence, and he begins his book with a reprint of his 
memorandum to that committee and gives his oral evidence as an appendix. His well- 
reasoned chapters are amply illustrated by diagrams and tables. (332°4942) 


INTEREST RATES AND ASSET PRICES. Ralph Turvey. Allen & 
Unwin, 12s. 1960. 20°5 cm. 110 pages. Diagrams. Index. 

This book by a Reader in Economics in London University, author of The Economics 

of Real Property, is one for the specialist in economics rather than for the casual reader. 

In a stimulating manner Mr. Turvey, developing his article in Economica in 1954 on 

consistency and consolidation in the theory of interest, restates the general static theory 

of asset prices in the more useful terms of actually existing assets, taking for this 
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purpose American government securities and their prices and interest rates. He works 
out his theory by straightforward mathematical reasoning and checks it by reference to 
published statistics. (332-82) 


ECONOMIC SURVEYS IN UNDER-DEVELOPED COUNTRIES. 
A Study in Methodology. P. K. Mukherjee. 2nd edition. Asia Publishing House 
(Bombay and London), 32s. 1960. 23 cm. 280 pages. Bibliography. Index. 

Although the statistical tables in this book relate to Indian experiences, the author’s 

recommendations for a type of survey which should bring out the essential features of 

an underdeveloped economy are capable of general application. Developing the theme 
of his doctoral thesis at Oxford University, Dr. Mukherjee offers a sound methodology 
for determining the working of a rural economy in relation to the other sectors of the 
national economy, both at a point of time and over a period of years. The book is of 
the high standard to be expected from a statistical adviser in the Indian Ministry of 
Food and Agriculture. (338-10954) 


MARSHALLS OF LEEDS: Flax Spinners 1788-1886. W. G. Rimmer. 
Cambridge University Press, 42s. 1960. 22°5 cm. 356 pages. Illustrations. Graphs. 
Bibliography. Index. (Cambridge Studies in Economic History) 

John Marshall of Leeds was one of the giants of the industrial revolution, a non- 

conformist millionaire on the proceeds of his Leeds and Shrewsbury factories, founder 

not only of a world-famous firm but also of a prolific family aspiring to merge (and 
succeeding!) with England’s undoubted rulers, the men of the country houses and 
ancient universities. The firm’s rise was startling, its decline slow and painful. Mr. 

Rimmer, an acute and laborious historian, has done an excellent job of work on such 

records as survive, dealing principally with the family’s business but not neglecting its 

social interests. He writes clearly and coolly, with a minimum of fuss, and has un- 

doubtedly made a useful contribution to English industrial history. (338-17352) 


GUINNESS’S BREWERY IN THE IRISH ECONOMY, 1759- 
1876. Patrick Lynch and John Vaizey. Cambridge University Press, 35s. 1960. 
24 cm. 286 pages. Illustrations (1 in colour). Map. References. Index. 

This account of the world-famous brewery is carried to the date when Edward 

Guinness (Lord Iveagh), great-grandson of the founder, acquired sole control; the 

later history of the firm is being written separately. Quoting extensively from the 

firm’s ledgers and correspondence and from government reports, the authors describe 
the development of the Irish brewing industry, and that of the firm of Guinness in 
particular, against the social and economic background, and discuss the reasons for its 
success while other industries were declining. Descriptions of the characteristics of the 
different beers brewed and of technical processes are especially attractive features. 
(338-476634) 


TWO HUNDRED PRECIOUS METAL YEARS. A History of the 
Sheffield Smelting Company Limited, 1760-1960. Ronald E. Wilson. Benn, 63s. 
1960. 24 cm. 338 pages. Illustrations (some in colour). Plans. Bibliography. Index. 

This is a worthy addition to the growing number of business histories which, taken 

together, form a useful background to the more general works on economic history. 

It is a particularly well produced volume, with good illustrations. The author, a direct 

descendant of the founder of the Company, naturally gives a good deal of attention 

to family history, but he has not neglected the broader issues. From the reccrds of the 
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Company and of the Sheffield Assay Office and other sources he has traced the main 
developments in the treatment of gold, silver, platinum and other metals to recent 
times. (338-476692) 


INNOVATIONS IN BUILDING MATERIALS. An Economic Study. 
Marian Bowley. Introduction by G. C. Allen. Duckworth, 70s. 1960. 22°5 cm. 
446 pages. Index. (Industrial Innovation Series) 

This is one of a series by members of the Department of Political Economy of 

University College, London; their aim is to discover, from the experience of indi- 

vidual industries, what circumstances encourage or hinder the introduction of the 

changes necessary to economic progress. Dr. Bowley, author of Housing and the State, 

1919-1944, analyses the developments in the British building industry during the last 

hundred years, describing in particular the effects of the industrialisation of the brick 

industry, the introduction and development of cement and concrete and the various 

changes in the kinds and uses of glass. The data are fully tabulated. (338-4769) 


THE ANTITRUST LAWS OF THE UNITED STATES OF 
AMERICA. A Study of Competition Enforced by Law. A. D. Neale. Cambridge 
University Press, 458. 1960. 23-5 cm. $32 pages. Bibliography. Index. (The National 
Institute of Economic and Social Research. Economic and Social Studies, XIX) 

Increasing attention is being given in many countries to questions of antitrust practices 

and monopolies. This work is an exhaustive examination of the antitrust laws and 

practices in the United States by a British civil servant, and is of great value. After 
introductory definitions and a note of the importance and scope of antitrust, part one, 
in thirteen chapters, describes the laws prohibiting monopolies and restrictive practices 
in the United States, discusses leading decisions of the courts, and describes the relevant 
administrative processes. Part two assesses the value and meaning of the antitrust 
system in relation to the historical, social and economic background of the United 
States. (338-80973) 


DEMAND FOR ENERGY IN INDIA, 1960-1975. National Council 
of Applied Economic Research, New Delhi. Asia Publishing House (Bombay and 
London), 19s. 1960. 24 cm. 176 pages. Charts. References. Index. 

This is the third of a series of fuel and energy studies by this important research council. 

For the quinquennial periods from 1960 to 1975 it gives statistical estimates of the 

demand for coal, hydro-electricity, petroleum and nuclear power in relation to the 

planned development of the Indian economy, considering separately the demands of 
households, transportation, industry and agriculture and discussing the physical and 
financial resources from which the demand must be met. The need for such an investi- 
gation is clear from the statement that energy requirements of coal equivalent are 
expected to grow from 70 million tons to 261. (339-4862) 


Law International Organisations 

THE DETECTION OF SECRET HOMICIDE. A Study of the Medico- 
Legal System of Investigation of Sudden and Unexplained Deaths. J. D. J. Havard. 
Macmillan, 35s. 22-5 cm. 370 pages. Bibliography. Index. (Cambridge Studies in 
Criminology, Vol. X1) 

This book deals with the problem of ensuring that deaths resulting from homicide are 

not disposed of as cases of natural death. It not infrequently happens that a later murder 
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brings to light the fact that the body of an earlier victim had originally been disposed 
of on the assumption that death had been due to natural causes. This book attempts to 
examine the efficiency of the system of medico-legal investigation and its value in 
preventing the concealment of homicide. After introductory chapters and an historical 
account, there is a detailed consideration, in several chapters, of all aspects of the 
coroner’s inquest. Subsequently, there is an account of some leading foreign systems 
and the author finally makes suggestions for reform. The author is qualified both in 
the medical and legal professions. (340°6) 


THE GENERAL ASSEMBLY OF THE UNITED NATIONS. 
A Study of Procedure and Practice. Sydney D. Bailey. Published under the auspices 
of the Carnegie Endowment for International Peace. Stevens & Sons, 30s. 1960. 
25*5 cm. 358 pages. Diagrams. Index. (United Nations Studies) 

As the main body to which all the Member States of the United Nations have access, 

the General Assembly has an importance which cannot be overemphasised, and a full 

scrutiny of its working, such as is given in this volume, has long been needed. Mr. 

Bailey, author of British Parliamentary Democracy and other works, and until recently 

Director of the Quaker United Nations Programme, describes the exact form which 

the meetings take, the method of electing the President and other officers, the rules of 

debate and the methods of making decisions, and shows the vital necessity for the 

procedure to be adaptable to all circumstances. (341-133) 


A CASEBOOK ON THE CONFLICT OF LAWS. P. R. H. Webb 
and D. J. L. Brown. Butterworth, $2s.6d. 1960. 25-5 cm. $24 pages. Index. 
The Conflict of Laws or Private International Law is the branch of English municipal 
law applicable to situations containing some foreign element. This casebook, by two 
academic lawyers, consists of extracts from decided cases, textbooks and statutes, 
together with the authors’ comments, notes and problems. The first part covers the 
‘mechanics’ of the subject, such as domicile, classification, proof of foreign law, etc. 
Part two deals with English jurisdiction and foreign judgments, considering the juris- 
diction of the English court and the recognition and enforcement of foreign judgments 
in England. The third part, on the application of laws ‘in time and space’, embraces 
family law, obligations, property and succession, while the fourth part, in one chapter, 
is on the operation of English public policy. A useful and authoritative volume which 
contains more guidance than is usual in a casebook. (341-59) 


REPORT OF THE ADVISORY COMMISSION ON THE REVIEW 
OF THE CONSTITUTION OF RHODESIA AND NYASALAND. 
(Cmnd. 1148). Appendix VI: SURVEY OF DEVELOPMENTS SINCE 
1953. (Cmnd. 1149). Appendix VII: POSSIBLE CONSTITUTIONAL 
CHANGES. (Cmnd. 1150). H.M. Stationery Office, 8s., 22s.6d. and $s. 1960. 
24°5 cm. 176 : 20 : 88 pages. Index in second vol. Paper covers. 

Under the constitution of the Federation of Rhodesia and Nyasaland a Constitutional 

Review Conference was to be convened not less than seven or more than nine years 

after the coming into force of the Constitution of 1953. As a preparation for this 

Conference, the United Kingdom Government set up an advisory commission under 

the Chairmanship of Viscount Monckton, to advise the five governments concerned 

on the best constitutional framework for the future. The members were drawn from 
the United Kingdom, Australia and Canada as well as from the Federation and its 
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constituent members. The Report was signed by all but two members (though some 
signatories had reservations on particular points) and the first of these publications 
contains both the majority report, the minority reports by two African members un- 
able to accept the continuance of a Federation not based on consent, and the first five 
appendices. Appendices V1 and VII, separately published, are important additions to 
this Report, which is a fundamental document for anyone concerned with the 
political and social problems of central Africa. (342-689) 


Public Administration 
THE RULING SERVANTS. Bureaucracy in Russia, France—and Britain? 
E. Strauss. Allen & Unwin, 30s. 1961. 22-5 cm. 308 pages. Index. 
Readers of Mr. Strauss’s well-reviewed Common Sense about the Common Market will 
find this an equally stimulating work. Believing that bureaucracy is ridiculous, 
dangerous and in some respects inefficient, he considers the causes and effects of the 
growth in the number of public officials, the increasing complexity of governments 
and the rise of giant economic organisations. From this he gocs on to examine the 
actual history and functions of political administration in three countries in order to 
identify the forces responsible for the introduction of bureaucratic rule, and gives 
particular attention to the effects of these developments upon the Labour Movement. 
(351-1) 
Social Welfare 
THE UNMARRIED MOTHER AND HER CHILD. Virginia Wimperis. 
Edited by Clifford Witting. Allen & Unwin for the Sir Halley Stewart Trust, 35s. 
1960. 22-5 cm. 398 pages. Bibliography. Index. 
This book is the result of ten years’ research, both in this country and abroad, by an 
author whose competence for the task becomes increasingly obvious as the book pro- 
gresses. The purpose of the book is to provide reliable, factual and connected informa- 
tion on a subject about which, hitherto, our knowledge has been scrappy and emotional. 
It admirably fulfils this purpose; it is factual in its approach and constructive in its 
outlook. It is particularly recommended for those working in this and allied fields, 
but can and should be read with interest and profit by all who have a concern for the 
social problems of our time. (362-72) 


Education 
UNITED KINGDOM POSTGRADUATE AWARDS 1960-62 
Fellowships, Scholarships, Grants, etc. tenable at Universitics in the United King- 
dom. Short list of Awards tenable outside the United Kingdom. Association of 
Universities of the British Commonwealth, available on request. 1960. 24:5 cm. 
136 pages. Index. Paper covers. 
The tenth issue of this guide to postgraduate awards appears in anew and larger format. 
It lists awards tenable at United Kingdom universities, omitting, however, those 
restricted to the graduates of one university. The appendix gives some of the more 
important awards tenable outside the United Kingdom by United Kingdom graduates. 
The main list and the appendix are arranged according to the subjects for which the 
awards are given, with a preliminary section of those free from subject stipulation. 
Symbols indicate whether they are open to United Kingdom, Commonwealth or 
non-Commonwealth graduates and, in the case of United Kingdom awards, a note 
is given on the eligibility of those not resident in the United Kingdom at the time of 
application. (378-30942) 
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Customs 
A HISTORY OF THE CROWN JEWELS OF EUROPE. E. F. 
Twining, Baron Twining. Batsford, £16 16s. 1960. 30°5 cm. 748 pages. 230 plates. 
Bibliography. Index. 
This very substantial volume, on which the author first embarked thirty years ago, 
describes the coronation ceremonies, crowns, and other regalia (e.g. orbs, sceptres, 
swords, jewels) of the Christian kingdoms of Europe. The chapters are arranged alpha- 
betically under the name of the country, beginning with Austria and ending with 
Yugo-Slavia, each with its own set of illustrations and important supplementary 
material in the form of special bibliographies, lists of rulers and other documentation. 
As a storehouse of accurate information which it is difficult to believe will ever be 
superseded Lord Twining’s history will automatically take its place as a major refer- 
ence book in all libraries. The illustrations are numerous and serviceable, though 
colour has probably been sacrificed in the interests of quantity; the complete visual 
record of European regalia, many items of which have not previously been photo- 
graphed, is nevertheless a most notable achievement. (394°4) 


LINGUISTICS 


AUTOMATIC TRANSLATION. D. Iu. Panov. Translated from the 
Russian by R. Kisch. Edited by A. J. Mitchell. Pergamon Press, 21s. 1960. 22 cm. 
80 pages. Illustrations. Diagrams. 

A clear and concise statement of the current problems and techniques of mechanical 

translation. The author has been associated with USSR efforts in this field since 1955 

and is well acquainted with progress in other countries. After a brief outline of the 

feasibility and limitations of automatic translation, the techniques of ordinary trans- 
lation are analysed and their mechanization discussed. A brief description of the rele- 
vant features of digital computers is followed by a description of the special dictionaries 
needed to establish grammatical status and meaning of words in their context. Coding 
of words to reveal their structure and the machine translation programme are 
described. The author then details some experimental translations of English to 

Russian and Chinese to Russian. He concludes with comments on artificial, logical, 

and intermediate languages for information retrieval and mechanical translation. 

A most informative, concrete, and readable account of the Russian outlook and 

methods. (410-28) 


ITALIAN FOR YOU. A Practical Grammar. Delia Lennie and Moira 
Grego. Longmans, 21s. 1960. 225 cm. 284 pages. Index. 
This up-to-date grammar, compiled by two teachers of Italian, contains a sound, 
though not exhaustive, treatment of the main points of Italian grammar, written with 
a clear understanding of the difficulties encountered by English-speaking people in 
learning this simple-seeming but complex language. Each lesson is provided with ex- 
tensive exercises, including a section devoted to contemporary idioms and the con- 
temporary Italian scene, to the presentation of which the authors have given a some- 
what feminine slant. The authors state that in compiling the grammar they have borne 
in mind the needs of university students and of those attending continuation classes; 
in fact, however, their book is attuned to the practical requirements of the latter 
rather than to the more academic needs of university work. (455) 


GREEK WORD ORDER. K. J. Dover. Cambridge University Press, 15s. 
1960. 22 cm. 86 pages. Bibliography. Index. 
In this book the Professor of Greek in the University of St. Andrews gives us the 
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substance of his Gray Lectures delivered in Cambridge in 1959. His theme is the various 
factors determining word order in Greek clauses and the results of their operation. 
Since word order in verse is affected by metre, he concentrates on prose; since 
rhetorical (including metrical) considerations affected later prose authors, he concen- 
trates on earlier authors (notably Herodotus) and also uses the evidence of inscriptions. 
The book, which is suitably documented with references to ancient authors and 
modern theorists, will be most helpful to undergraduates, whose teachers, too, will 
consult it with profit. (485-3) 


PURE SCIENCE 


A DICTIONARY OF SCIENTIFIC TERMS. Pronunciation, Derivation 
and Definition of Terms in Biology, Botany, Zoology, Anatomy, Cytology, 
Genetics, Embryology, Physiology. I. F. Henderson and W. D. Henderson. 
Revised by J. H. Kenneth. 7th edition. Oliver & Boyd, 32s. 1960. 23 cm. 612 pages. 

The total number of terms and definitions covering the biological sciences included in 

this well-established and useful dictionary is now around 15,600, an increase of 1,750 

since the 6th edition was published three years ago. As well as presenting a derivation 

and a definition, this compilation, the title of which is perhaps misleading, gives, in 
most cases, a list of applications, and for many words there are additional definitions, 
while an attempt is made to indicate current British and American pronunciations. 

The list of abbreviations has been considerably extended. (503) 


Mathematics 
MATHEMATICS IN THE MAKING. Lancelot Hogben. Macdonald, sos. 
1960. 28 cm. 320 pages. Illustrations (many in colour). Diagrams. Bibliography. 
Index. 
The general reader of science will be delighted with this beautifully produced volume, 
which is remarkable for the ground it covers, the style and scholarship of presentation, 
the illustrations, and the clarity of smoothly flowing ideas. The book is not an authori- 
tative guide to mathematical history, but is an attempt ‘to bring to being a new 
humanistic approach to learning at every level’ and thus, in consequence, to stimulate 
gencral reader interest in the subject. The author ranges from the earliest forms of 
counting and measuring, through the Hindu, Egyptian, Greek, Oriental, and Euro- 
pean cultures, to the latest advances in modern pure and applied mathematics, without 
for a moment occasioning any relaxation of interest. The illustrations are artistically 
a delight and wonderfully expressive, and the book is an outstanding publication ot 
the year. An excellent companion to Mathematics for the Million. (510) 


ANALOGUE COMPUTERS. I. I. Eterman. Translated from the Russian 
by G. Segal. Translation edited by B. H. Venning. Pergamon Press, 50s. 1960. 
22 cm. 274 pages. Illustrations. Diagrams. References. 

A detailed analysis and description of analogue computing in which the problem for 

solution is simulated by an equivalent dynamical system. The basic theory of such 

systems is first studied. The author then describes and analyses types of component 

(mechanical and electronic) for addition, multiplication, function generation, and 

simulation of special types of behaviour. Some Russian analogue computers are 

described. Methods for solving specific mathematical problems lead to a major section 
on the control and estimation of error. This last the author regards as the central 
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problem of analogue, as of other, computing. An appendix tabulates exact solution 
of various test equations specially suitable for checking errors. A lucid and detailed 
treatise on the theory of analogue computers and the principles of their use. (510-782) 


COMPLEX NUMBERS. Walter Ledermann. PARTIAL DERIVA- 
TIVES. P. J. Hilton. PRINCIPLES OF DYNAMICS. M. B. Glauert. 
VIBRATING SYSTEMS. R. F. Chisnell. VIBRATING STRINGS. 
An Introduction to the Wave Equation. D. R. Bland. Routledge & Kegan Paul, 5s. 
each. 1960. 18-5 cm. 68 : 62 : 88 : 96 : 102 pages. Diagrams. Index in first 4 vols. 
Paper covers. (Library of Mathematics) 

The five new volumes in this series are cheap, well-produced, and authoritatively 

written; each is likely to help the undergraduate for whom mathematics is an essential 

ancillary study; each contains a suitable number and variety of exercises. Ledermann 
gives the fashionable postulational definition of complex numbers, develops their 
algebra and their geometrical representation through the Argand diagram, and 
describes the elementary functions for a complex argument, defined by power series. 

No better introduction could be found, though it is a pity space could not be available 

for simple transformations and mappings. Hilton’s book is a sequel to his earlier 

Differential Calculus in this series. There is a good chapter on the tricky subject of 

implicit functions, and an account of maxima and minima adequate for most practical 

purposes. The technician who has to cope with partial derivatives in, for instance, 
thermodynamics, can get a lucid account of a subject trivial in neither concepts nor 
technique. It is a pity that about a quarter of Glauert’s book has to be given to out- 
lining vector analysis, for this necessitates considerable compression in the rest of the 
book, where the basic theory of particle and rigid dynamics is described. The exposi- 
tion is lucid, and as a concise summary of dynamical principles for the young student 
the book can be strongly recommended, though a little more illustrative matter 
would have been welcome. In Chisnell’s book the first chapter deals with free vibra- 
tions of a system, typified by coupled electric circuits, and introduces the concept of 
normal co-ordinates. The second chapter shows how the differential equations govern- 
ing a vibrating system can be set up by Lagrange’s method, and the third chapter 
discusses forced vibrations with special reference to vibration absorbers. Bland deals 
with the special topic of vibrating strings. The first section sets up the wave equation, 
and discusses Fourier-type solutions for a finite string. The second section is chiefly 
concerned with waves running along a very long string and includes paragraphs on 
reflected waves and on the effect of air resistance. 

(512-81) (517-27) (531-3) (531-32) (5341) 

Physics 

PROGRESS IN SEMICONDUCTORS. Vol. 5. General Editor: Alan 
F. Gibson. American Editor: R. E. Burgess. European Editor: F. A. Kroger. 
Heywood, 63s. 1960. 25-5 cm. 324 pages. Diagrams. References. 

This volume is a collection of seven papers, each constituting a critical review (with 

bibliography) giving an assessment of the present state of knowledge of a chosen topic 

in the field of semi-conductors. The topics are the electrical properties of semi- 
conductor surfaces, the absorption edge spectrum of semiconductors, the chemical bond 
in semiconductors, thermal conductivity of semiconductors, indium antimonide, 
magneto-optical phenomena in semiconductors, and the band structure and electronic 
properties of graphite crystals. Bias in the papers is towards optical properties. Author- 
ship is international and the work is of high-level research character. The book is 
suited to research workers on semiconductors and solid state physics. (537°622) 
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THE HALL EFFECT AND RELATED PHENOMENA. E. H. Putley. 
Butterworth, 0s. 1960. 22-5 cm. 272 pages. Frontispiece. Diagrams. References. 
Index. (Semi-Conductor Monographs) 

This is a book for research physicists and honours students of physics, particularly 

those interested in solid state physics and research on semiconductors. In addition 

to the Hall effect the book discusses the magneto-resistance effect, the Nernst effect, 
other galvano-magnetic effects, the thermo-clectric effects, and thermal conductivity. 

There is a long chapter on the behaviour of typical semiconductors and one giving a 

summary of their electrical properties. Emphasis is placed upon the methods of 

measuring the principal effects and the evaluation of experimental data. The book is 
well illustrated and has a small mathematical content. It is an able presentation of 
recent developments in the study of electronic conduction in semiconductors. The 

author is attached to the Royal Radar Establishment, Malvern. (537-622) 


PRACTICAL NUCLEONICS. A Course of Experiments in Nuclear 
Physics. F. J. Pearson and R. R. Osborne, Spon, 37s.6d. 1960. 22-5 cm. 224 pages. 
Illustrations. Diagrams. Index. 

This book presents a course of experiments in nuclear physics, radio-activity, and 

the detection and measurement of nuclear radiations. It is designed for use in nuclear 

and reactor physics courses, but the more elementary experiments may be of value 
in sixth forms (possibly as demonstrations), while it is suggested that the most 
advanced matter may be suitable for degree courses in physics. The general level 
appears most appropriate to the first of these. The senior author is head of the Applied 

Physics Department of the Lanchester College of Technology at Coventry and the 

other is Senior Lecturer in Physics at the City of Birmingham College of Advanced 

Technology. There are in all forty-nine experiments w shich are described clearly and 

in some detail. A certain amount of information about equipment and background 

is also included. No reference to the original workers and their papers or to other 


books is included. (539°7) 


TEACH YOURSELF ATOMIC PHYSICS. J. M. Valentine. English 
Universities Press, 7s.6d. 1960. 18 cm. 192 pages. Diagrams. Index. (Teach Yourself 
Books) 

This little book presents in a lucid, concise manner, with the minimum recourse to 

mathematics, a wide range of the topics comprised under the title. Starting from 

atomic and kinetic theory and with a brief account of the electronic theory of valency, 
it deals in turn with the nucleus, particle accelerators, and measuring instruments. 

This is followed by an account of nuclear reactions. The last part deals mainly with 

applications, including nuclear reactors, nuclear weapons, industrial, medical and 

biological uses of radioisotopes. The treatment is essentially descriptive and factual 
and there is no more theory than essential in an elementary introduction. A remark- 
able number of facts has been collected. The book can be recommended to the 
general reader who wants to gain some acquaintance with this complex and wide- 
ranging subject. (539°7) 


Chemistry 


PHYSICAL CHEMISTRY FOR STUDENTS OF PHARMACY 
AND BIOLOGY. S. C. Wallwork. 2nd edition. Longmans, 18s. 1960. 
21°5 cm. 372 pages. Diagrams. Bibliography. Index. 

The first edition appeared in 1956. This second edition includes a considerable 

number of improvements, additions, and alterations. The author is a lecturer in 
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chemistry in Nottingham University. The aim is to cover all topics required by 
students of pharmacy and biology taking courses of degree or corresponding 
standard. One of the unusual features is that the mathematical techniques required 
are discussed briefly in an introductory chapter, but the level of mathematics required 
throughout is only moderate. In the new edition thermodynamics has been treated 
more thoroughly. The chapter on electrochemical cells has been rewritten and more 
details of the principles of separation techniques are provided. An elementary account 
of wave mechanics is included, and problems are appended to the chapters. The book 
is clearly written. (541) 


FLAMES: Their Structure, Radiation and Temperature. A. G. Gaydon and 
H. G. Wolfhard. 2nd edition. Chapman & Hall, 70s. 1960. 22-5 cm. 396 pages. 
Illustrations (some in colour). Diagrams. References. Indexes. 

The authors are very well-known authorities on the subject and related topics. The 

first edition appeared in 1953. The book is essentially a fairly advanced discussion of 

stationary flames which emphasises the physical rather than the chemical aspects, 
since the latter have been treated very satisfactorily in other works. Discussions of 
some of the main features of stationary flames are followed by a treatment of the 
measurement of burning velocity and the mechanism of flame propagation, carbon 
formation in flames, flame radiation, the measurement of high flame temperatures 
and ionisation in flames. All these have been brought up to date by considerable 
rewriting. The two final chapters on combustion processes of rocket-type fuels and 
on recent progress on selected problems have been rewritten completely. Considerable 
additions have been made to the bibliography. The new edition will be of great 
value to all engaged in research in this field. (541-362) 


THE CHEMISTRY OF THE TERPENES. A. R. Pinder. Chapman & 
Hall, sos. 1960. 25-5 cm. 230 pages. Diagrams. References. Index. 
This work by the Senior Lecturer in Organic Chemistry at University College, 
Cardiff, sets out to bridge the gap between the general organic chemistry textbook 
and the advanced reference work on terpenes. After a brief review of the essential 
oils, the author proceeds to consider the determination of terpene structure. 
Subsequent chapters cover the acyclic, monocyclic and bicyclic monoterpenes, the 
sesquiterpenes, diterpenes, triterpenes, and tetraterpenes. Final chapters deal with 
rubber and related compounds and biogenesis of terpenes. In 200 pages or so the 
author has succeeded in giving a clear and concise review of this branch of organic 
chemistry, and with its ample bibliography the book will be excellent for the advanced 
student. The author suggests that it should interest workers in the perfume and 
essence industries, and this may indeed be true for those who have no need for a more 
detailed and complete reference work on this topic. ($47°71) 


Biology Biochemistry Natural History 

TOOLS OF BIOLOGICAL RESEARCH. Second Series. Edited by 
Hedley J. B. Atkins. Blackwell (Oxford), 37s.6d. 1960. 23 cm. 188 pages. Illustrations 
(1 in colour). Diagrams. References. 

An address by Lord Cohen of Birkenhead to the Surgical Research Society on the 

occasion of this symposium introduces the second collection of papers whose subjects 

were chosen for their application to surgery but which give concise and clear exposi- 

tions for investigators in related subjects also. There are ten such papers, tracing 

developments leading to the new techniques, describing them and their scope, each 
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by an authority in the specialty, the whole being edited by the Director of the 
Department of Surgery, Guy’s Hospital, London. To indicate the subject range, 
such methods as electron spin resonance spectroscopy may be mentioned, the ultra- 
centrifuge, fluorescent antibody techniques, phonocardiography, electroencephalog- 
raphy, and the application of the cathode ray oscillograph to electromyography. 

(574°072) 


STERIC ASPECTS OF THE CHEMISTRY AND BIOCHEMISTRY 
OF NATURAL PRODUCTS. Biochemical Society Symposium No. 19 
held at Senate House, University of London, on 30 June 1959. Edited by J. K. 
Grant and W. Klyne. Cambridge University Press, 30s. cloth; 20s. paper covers. 
1960. 25 cm. 146 pages. Illustrations. Diagrams. References. (Biochemical Society 
Symposia) 

With the exception of papers from the University of Amsterdam and the 

Eidgenossische Technische Hochschule, Zurich, the seven papers were from 

universities in the United Kingdom. After the first paper by W. Klyne on stereo- 

chemical correlations, there followed contributions on steric aspects of the bio- 
synthesis of terpenes and steroids, also of drug action, accounts of recent views on 
steric factors in the action of hydrolytic and oxidation-reduction enzymes and of 
stereochemical specificities of some enzymes of nucleotide metabolism. In addition, 

G. A. J. Pitt and R. A. Morton dealt with cis-trans isomers of retinene. The work 

here reported is intended in some measure to supplement the Ciba Foundation Study 

Group, 1959, No. 2 on the Steric Course of Microbiological Reactions. (574°192) 


CELL AND TISSUE CULTURE. John Paul. 2nd edition. Livingstone, 
32s.6d. 1960. 22 cm. 324 pages. Illustrations (some in colour). Diagrams. 
Bibliography. Index. 

That only one year after its first publication a new edition of this textbook based on 

the Tissue Culture Association Summer Course is called for testifies to its usefulness 

to those working in the various scientific disciplines, and, also, to the rapidly increasing 
knowledge of tissue culture techniques and their applications. While the author, who 
was Director of the Course 1957-60, stresses standard procedures and lists key papers, 
he provides a guide to the whole subject, discussing, in separate parts, principles, the 
preparation of materials, including the design and equipment of a tissue culture 
laboratory, special techniques and special applications of cell and tissue culture 
methods, The textbook, now expanded by a fifth, has a new chapter on transplanta- 
tion techniques, and includes among much other material additional culture methods, 
more detailed advice on chromosome spreading, and information about the recently 
developed electronic machines for particle counting. (574:87) 


SCOLT HEAD ISLAND. Edited by J. A. Steers. 2nd edition. Heffer 
(Cambridge), sos. 1960. 24 cm. 282 pages, plus 22 pages of plates. Maps. Diagrams. 
References. 

This is an entirely revised and much enlarged edition of a book which was first 
published in 1934. Since Scolt Head Island became a nature reserve in 1923 many 
ecological and natural history investigations have been done there. It is right that 
the Professor of Geography at Cambridge should edit it and contribute a major 
chapter on the physiography and evolution of the island, because the book owes 
much to members of that university. Other major chapters deal with plant ecology, 
birds, marine invertebrates and terrestrial molluscs, and there are shorter contributions 
about other groups of animals. The clear maps are a special feature of the book. 


(574-94261) 


Botany 
PILGRIMAGE FOR PLANTS. Frank Kingdon-Ward. With a Biographical 
Introduction and Bibliography by William T. Stearn. Harrap, 18s. 1960. 21-5 cm. 
192 pages. Illustrations. Map. Index. 
This is the last book by the late Frank Kingdon-Ward, the famous plant collector 
whose travels in eastern Asia, collecting herbarium specimens for botanical institutions 
and seed for horticulture, occupied more than half his life. Over forty plants have been 
named after him. He also added to the knowledge of the geology and geography of 
this most difficult region. Many of his previous books are written as travel accounts, 
but this book is really a review of the distribution and affinities of many interesting 
plant groups (e.g., pitcher plants, blue poppies and slipper orchids) with his own 
contributions to their clarification. He also outlines their botanical and horticultural 
history and standing. With its fascinating descriptions of plants and countryside, this 
book will be greatly enjoyed by the general reader as well as by naturalists, botanists 
and gardeners. (581-9) 


ANATOMY OF THE MONOCOTYLEDONS. Vol. I. Gramineae. 
C. R. Metcalfe. Oxford University Press, 84s. 1960. 24°5 cm. 794 pages. Illustrations. 
Bibliography. Index. 

This comprehensive book fills a serious gap. Its author, Keeper of the Jodrell 

Laboratory at the Royal Botanic Gardens, Kew, is already well known to plant 

anatomists. Highly specialist in content, the book deals first with the general 

morphology of the grass plant, diagnostic microscopical characters, leaf structure and 
taxonomy of grasses, and then deals alphabetically with the genera (and species) of 
each of two main groups on a world-wide basis. Diagnostic generic characters are 
given, then the author’s own descriptions for many species of the histological 
characters of the leaf (occasionally also of culm and rhizone). Additional information 
from the literature on these and other species and concepts of the genera are given, 
and, finally, lists of genera and species in which certain diagnostic characters occur. 
(84:9) 

Zoology 

QUEST IN PARADISE. David Attenborough. Lutterworth Press, 18s. 1960. 
22°5 cm. 224 pages. Illustrations (5 in colour). Maps. 

The author is a zoologist and a well known television broadcaster, and this is his 

fourth book about his travels in various parts of the world for the purpose of filming 

strange animals for the B.B.C. and capturing specimens for the London Zoo. The 
first expedition is into the heart of New Guinea, with birds of paradise as his principal 
quarry. The second was to the South Sea Islands, where he filmed the sensational 
tower-jumping on Pentecost Island, the ‘cargo’ cult on Tanna, firewalking in Fiji, 
and the Royal Kava Ceremony in Tonga. Mr. Attenborough writes as attractively 
as he broadcasts. The photographs are superb, the colour unsatisfactory. The dust- 
jacket illustration, which is the best of all, should have been repeated inside the 


book. (590-72) 


THE NATURE OF ANIMAL COLOURS. H. Munro Fox and Gwynne 
Vevers. Sidgwick & Jackson, 42s. 1960. 22°5 cm. 256 pages. Illustrations in colour. 
Diagrams. References. Index. (Textbooks of Animal Biology) 

These two well-known zoologists (the former, Professor of Zoology in the University 

of London, and the latter, Curator of the Aquarium of the Zoological Society of 

London) have at last assembled what is known about the physical and chemical 
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nature of animal colours into an extremely interesting and readable book. Though it 
is intended for university teachers and students, the general reader also will find much 
to engage his attention. Structural colours are dealt with first, and then chemical 
colours, arranged by groups of related pigments. Some laboratory work for students 
is outlined. The colour plates are good, but, tiresomely, only short references are 
given. (s91-15) 


AFRICAN HANDBOOK OF BIRDS. Series I. Vol. 2. Birds of Eastern 
and North Eastern Africa. C. W. Mackworth-Praed and C. H. B. Grant. 2nd 
edition. Longmans, 50s. 1960. 22-5 cm. 1,188 pages. Illustrations (including 43 
colour plates). Maps. Indexes. 

Volume I of this detailed work appeared in its second edition three years ago. Now, 

with the issue of this second volume, the complete work is once more available. 

Additions and corrections have been added in blank spaces throughout the text and 

at the end of the book. The main part of the text remains unaltered and still has the 

disadvantage, for field work, of being elaborately preoccupied with sub-species. 

All the same, there is nothing nearly so complete, nor so compact, for the orni- 

thological traveller or resident in East Africa and it is likely to remain the standard 

work of reference for many years. (598-296) 


BIRDS OF THE WEST INDIES. James Bond. Collins, 35s. 1960. 20 cm. 
256 pages. 8 colour plates by Don R. Eckelberry. Drawings by Earl L. Poole. 
Map. Index. 

Up to now no satisfactory guide has been published to the birds of this area, which 

covers the Bahamas and the Greater and Lesser Antilles. The author, who has been 

studying the birds here since 1926, is Associate Curator at the Academy of Natural 

Sciences in Philadelphia. The bird fauna of this area is largely derived from southern 

North America but has been isolated long enough to produce many endemic forms. 

It is upon these latter that the author concentrates in description and illustration, 

leaving the others to be dealt with by standard American works. The result is a truly 

pocket-size book, well arranged and well illustrated. (598-29729) 


THE BIRDS OF BORNEO. Bertram E. Smythies. With Special Chapters 
by Tom Harrisson, Lord Medway and J. D. Freeman. Oliver & Boyd, 84s. 1960. 
24 cm. $78 pages. 50 colour plates by Commander A. M. Hughes covering 434 
species. 49 photographic plates by Loke Wan Tho and others. Map. Bibliography. 
Indexes. 

This attractively produced book follows a previous one on Birds of Burma and it is 

obvious that the author, in the course of his duties as a Forest Officer, has made a 

very expert and painstaking study of the birds of these two countries. The main 

part of the book consists of a systematic treatment of 554 species of birds and there 
are keys to the identification of the species in any genus that presents difficulties. The 
colour plates are beautifully clear and well displayed. There are also sections on the 
general habitats of the country, on the people, on cave swifts and other aspects of 
special interest. It is a handsome book and will be most valuable as a work of 
reference. (s98-29911) 

THE ADRENAL CIRCULATION. R. G. Harrison and M. J. Hoey. 
Blackwell (Oxford), 25s. 1960. 25-5 cm. 86 pages. Illustrations. Diagrams. 
Bibliography. Indexes. 

By the Derby Professor of Anatomy and the Demonstrator in the Department of 

Anatomy, Liverpool University, this monograph is the result of their researches, 


I1t2 





those of Professor Harrison over several years, into vascularization of the adrenal 
cortex in the rat and the monkey. Important for investigators, besides endocrin- 
ologists, working in related fields of anatomy, physiology, biochemistry and clinical 
medicine, the book demonstrates that adrenaline and other agents, such as adreno- 
chrome, considerably alter the distribution of blood within the adrenal cortex. 
The findings of this beautifully illustrated monograph are of interest to those working 
on problems relating to stress. (599) 


APPLIED SCIENCE 

Medical Sciences Public Health 

HEALTH IN THE UNITED KINGDOM DEPENDENCIES. and 
edition. 

HOUSING AND TOWN AND COUNTRY PLANNING IN 
THE U.K. DEPENDENCIES. H.M. Stationery Office, 4s. and 3s.6d. 
1960. 23°5 cm. 38 : $2 pages. Illustrations. Separate 4-page index in second 
vol. Paper covers. (Central Office of Information Reference Pamphlets) 

This series of pamphlets has now established itself as a useful survey of varied aspects 

of administrative and social progress in Britain and the Commonwealth. The Health 

pamphlet, first published in 1956, has been completely revised. Various communicable 
diseases and the means being taken to control them are described; sections on 
preventive and social medicine, nutrition, and the organisation of health services 
follow, and there are statistical appendices and very attractive illustrations. The 
second survey is new. After a note on the historical background varied aspects of 
the organisation of housing—financial, rural, production, training and research—are 
considered, as well as particular problems such as housing for renting and purchase, 
the needs of special groups, and international co-operation. The illustrations show 
some of the problems and attempts made to solve them in a wide variety of 
territories. (610-942) (331-833) 


CIBA FOUNDATION SYMPOSIUM ON HAEMOPOIESIS. Cell 
Production and its Regulation. Editors for the Ciba Foundation: G. E. W. 
Wolstenholme and Maeve O’Connor. Churchill, 60s. 1960. 21 cm. $02 pages. 
Illustrations. Diagrams. References. Indexes. 

The sixteen papers presented by research workers at the symposium held in London 

in February 1960 under the chairmanship of Professor J. M. Yoffey are here reported 

in full, with subsequent discussions, fully documented and illustrated. No solution 
of the stem cell problem was reached; the symposium does, however, describe recent 
work and the lines of current research, indicating what these may be expected to 
reveal, and the gaps in present knowledge. Up-to-d ate techniques ‘employ ed in the 
study of blood cells are described, including the various uses of radioisotopes, models 
in elucidating lymphocyte and plasmocyte formation, and, in investigating the 
kinetics of erythropoiesis, a model of the erythrin. Other contributions were 
concerned with the effects of radiation, of vitamin B,,, humoral factors, and, from 
the Argonne Cancer Research Hospital, transfusion-induced polycythaemia in mice 
for the study of factors influencing erythropoiesis. (612-11) 


THE PHYSIOLOGY OF THE MOUTH. G. Neil Jenkins. 2nd edition. 
Blackwell (Oxford), 40s. 1960. 23 cm. 368 pages. Illustrations. Diagrams. References. 
Index. 

Besides providing a textbook for undergraduate dental students whose needs the 

Reader in Oral Physiology, King’s College Medical School, Newcastle-on-Tyne, 
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has specially in mind, he gives a reliable survey of developments in subjects important 
to postgraduate students and physiologists, and not normally so fully discussed in 
the physiological textbooks. The book opens with a general account of calcium and 
phosphorus metabolism of the body before discussing the chemical composition of 
the teeth, and a consideration of theories of bone calcification precedes the hcapter on 
the formation and calcification of the dental tissues. The author deals fully with the 
effects of hormones and of diet upon oral structures, and specially noteworthy is the 
summary of current knowledge of saliva. The textbook, brought up to date, gives 
excellent lists of references to key papers, review articles and reports of new work. 
(612-31) 


CHEMICALS IN FOOD AND IN FARM PRODUCE: THEIR 
HARMFUL EFFECTS. Franklin Bicknell. Faber, 12s.6d. 1960. 19-5 cm. 
192 pages. References. Index. 

Consulting Physician to the French Hospital, London, and a specialist in nutrition, 

the author presents, in a readable and well-documented small book, evidence relating 

to the harmful effects of certain chemicals which occur naturally in food, accidentally 
contaminate food or are deliberately added or used as agricultural sprays. In the 
second part of the book, he discusses accepted and unproven theories of disease 

causation and prevention relating to chemical additives. (614-3) 


HOSPITAL INFECTION: CAUSES AND PREVENTION. R. E. O. 
Williams, R. Blowers, L. P. Garrod, R. A. Shooter. Lloyd-Luke, 35s. 1960. 
21-5 cm. 318 pages. Illustrations. Diagrams. References. Index. 

The authors, three of whom are bacteriologists to London hospitals, and the fourth, 

director of a public health laboratory, provide the first comprehensive and critical 

survey of research into the several types of infection, and the methods of combatting 
them. The volume is important to surgeons, physicians, bacteriologists, those in 
charge of hospital nursing services, administrators, and hospital architects. The first 
part deals with incidence, sources, modes of spread, symptoms, and results of different 
types of infection, with emphasis upon staphylococcal infection. Part 2 gives much 
valuable and practical information about methods of control in wards, by means of 
operating theatre design and practice, the use of antibiotics, sterilisation and dis- 
infection, and special technical methods. It also suggests procedures to be followed 
in investigating hospital infections, and outlines the principles upon which these are 
based. (614439) 


A STUDY OF HOME ACCIDENTS IN ABERDEEN. An Investigation 
financed by the Nuffield Provincial Hospitals Trust. Ian A. G. MacQueen. 
Livingstone, 12s.6d. 1960. 22-5 cm. 108 pages. Diagrams. Index. 

Aberdeen Health and Welfare Department conducted a campaign against domestic 

accidents between April 1954 and September 1955, and in the latter month Dr. 

MacQueen, Medical Officer of Health for Aberdeen, with the assistance of health 

visitors, general practitioners and hospital staffs, initiated his study, which was 

concluded in August 1957. During the period there was a total of 4,527 home 
accidents, excluding those immediately fatal, in a population of 186,190, which 
showed some decline on the pre-campaign figures. These accidents are the subject 
of the study, the results of which are analysed in a concise text and in a series of 
tables, indicating the most vulnerable sections of the community, the social and 
environmental factors involved, and the day of the week and the time at which most 
accidents occurred. In conclusion, Dr. MacQueen makes recommendations regarding 
education in home safety. (614°8) 
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DILLING’S CLINICAL PHARMACOLOGY. 20th edition. Revised 
by Stanley Alstead, assisted by J. Gordon Macarthur, Thomas J. Thomson, 
W. Ferguson Anderson. Cassell, 30s. 1960. 19 cm. 876 pages. Bibliography. 
Index. 

Formerly The Pharmacology and Therapeutics of the Materia Medica, this textbook for 

students and handbook for general practitioners has been entirely rewritten by the 

Regius Professor of Materia Medica, Glasgow University, and eleven contributors, 

to bring it up to date after eleven years. The authors stress theoretical aspects of 

pharmacology in relation to medical practice and are most concerned with standard 
drugs, which they describe at some length. After general introductory chapters, they 
discuss drugs according to their action in the body, antibacterial agents and chemo- 
therapeutic agents, drugs acting locally, dyes, radioactive isotopes and, finally, 
legislation. The text proceeds from paragraphs on sources, chemical composition, 
actions, toxic and side-effects, drug absorption and excretion to details of preparations 
available and dosages. Much valuable information is given in the appendices. (615) 


CLINICAL PHARMACOLOGY. D. R. Laurence and R. Moulton. 
Churchill, 32s. 1960. 21-5 cm. 498 pages. Diagrams. References. Index. 
From University College, London, this is a most readable textbook for medical 
students during their clinical course, which at the same time provides some additional 
knowledge required by postgraduate students and clinicians. The aim of the authors 
is to give within a reasonable compass the background of pharmacology necessary 
to a proper use of drugs, and also the essentials of therapeutics. For senior readers, 
more particularly for general practitioners, they discuss the relative merits of 
pharmaceutical preparations and give guidance in selecting the correct drug from 
the many available. Dosages, too, are clearly set out, proprietary names are indexed 
and works for inclusion in the guides to further reading are carefully selected. This 
should prove a popular textbook. (615) 


CLINICAL MEDICINE: The Modern Approach. A. E. Clark-Kennedy 
and C. W. Bartley. Pitman Medical Publishing Co., 25s. 1960. 22°5 cm. 436 pages. 
Index. 

Two physicians, the one a former Dean of the London Hospital Medical College 

and the other a Physician to the Lambeth Hospital, London, are jointly responsible 

for a readable book specially designed for the student beginning his clinical course. 

From their wide experience, they consider that their account may illuminate, also 

for those more advanced, disease processes in relation to the individual person. Their 

aim is more particularly to inculcate in the student a sense of perspective and to 
induce him, by thinking for himself, to acquire a foundation of knowledge, upon 
both of which, perspective and judicious knowledge, successful practice of medicine 
depends. They discuss the nature of the individual and his disease, briefly describe 
the primary functional disorders, then organic diseases, clinical diagnosis, and finally 
the principles of prevention and treatment. But the value of this background to 
clinical teaching lies in its thoughtful presentation. (616) 


ESSENTIALS OF MEDICINE FOR DENTAL STUDENTS. A. C. 
Kennedy. Livingstone, 25s. 1960. 22°5 cm. 280 pages. Illustrations. Diagrams. 
Index. 

Glasgow University Department of Medicine conducts a special course in medicine 

for dental students, and it is upon his own lecture series that Dr. Kennedy bases 

this textbook for students reading for the Finals Examination, Part I, Medicine, for 
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the degree of Bachelor of Dental Surgery. In a concise text he gives such essentials 
as will enable dental students to understand the basic principles of medicine and to 
recognise disease in their patients; he also provides fuller information about diseases, 
such as haemophilia, which more nearly concern dental work. First, there are three 
chapters on infectious diseases; then the disorders of each system are considered, 
with introductory anatomy and physiology followed by sections on each common 
disease, its clinical signs, course, complications and treatment. (616) 


THE PRACTICE OF MEDICINE. Edited by Sir John Richardson. 
and edition. Churchill, 37s.6d. 1960. 24-5 cm. 982 pages. Illustrations. Diagrams. 
Bibliography. Index. 

Written by a team of teachers in London medical schools, whom the editor chose for 

their distinction in their particular specialties and their interest in general medicine 

this well-balanced textbook is intended for undergraduate students and also for 
general practitioners for whom it pays special attention to practical measures of 
patient care. It deals most fully with the commoner disorders, with some diseases 
rarely encountered but whose correct diagnosis is difficult, yet vital to the patient, 
and refers only to more specialised techniques of diagnosis and treatment requiring 
hospital facilities. The straightforward accounts of each condition, pathology, clinical 
description, diagnosis, prognosis and treatment are authoritative yet concise. Revised 
throughout and to some extent rewritten after four years, the text has been pruned, 
subjects of topical interest are introduced, and a new section on fungous diseases of 


the lungs has been added. (616) 


TECHNIQUE OF FLUID BALANCE. Principles and Management of 
Water and Electrolyte Therapy. Geoffrey H. Tovey. 2nd edition. Oliver & Boyd, 
15s. 1960. 23 cm. 124 pages. Diagrams. References. Index. 

Although there have been many advances during the last three years, the Director, 

South West Regional Blood Transfusion Service, Bristol, has retained in the second 

edition the essential character of this practical handbook for hospital clinical laboratory 

staffs, and for general practitioners to whom no laboratory facilities are available. 

It covers concisely, but gives the fundamentals of, biochemistry, physiology, the 

consequences of depletions and the maintenance of fluid balance, diagnosis and 

treatment, and the adverse effects of treatment. There is a chapter on special problems, 
such as fluid balance in children, and the diabetic and the surgical patient; among 
other new material are sections on non-oligaemic circulatory collapse, brain injury 

and disease, and diuretics. (616) 


MACKIE AND McCARTNEY’S HANDBOOK OF BACTERI- 
OLOGY. A Guide to the Laboratory Diagnosis and Control of Infection. Edited 
by Robert Cruickshank. 1oth edition. Livingstone, 40s. 1960. 22 cm. 990 pages. 
1 plate. 45 figures. Tables. Index. 

Seven years have elapsed since the previous edition of this essentially practical text- 

book, and in the present extensive revision the Professor of Bacteriology, Edinburgh 

University, has been supported by the staff of his department, who have become 

responsible for the sections in which they specialise. Many of the 230 additional pages 

provide doctors, especially those working independently overseas, and also medical 
officers of health, with a reliable guide to laboratory techniques, to treatment and 
prevention of disease. The work remains also a popular student textbook of 
bacteriology. Of its four parts, Part 1, much expanded, deals with microbial biology, 
infection and immunity, Part 2 gives detailed step-by-step laboratory methods, and 
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Part 3 now provides a more comprehensive account of systematic microbiology, 
giving equal attention to micro-organisms encountered in warm climates, and 
including sections on animal infections. (616-01) 


RECENT ADVANCES IN PATHOLOGY. By Various Authors. Edited 
by C. V. Harrison. 7th edition. Churchill, 48s. 1960. 21 cm. 472 pages. 
Illustrations (1 in colour). Diagrams. References. Index. 

The criteria for the inclusion of subjects in this volume are that progress in them 

appears to offer a real contribution to knowledge and that this is not yet included in 

the standard textbooks. The Professor of Morbid Anatomy, Postgraduate Medical 

School, London, who succeeds G. Hadfield as editor, has selected eleven such subjects 

for review, seven of which are dealt with in successive chapters on diseases of 

lymphoid tissue, lung, kidney, arteries, liver, endocrine organs and bone. In addition, 
there are surveys of advances in the histopathology of tumours and cancer research, 
and, most topical, nuclear sexing and the intersexes by B. Lennox, and the toxicity of 
radiation by R. H. Mole. Covering so wide a field of pathology, this volume, well 
documented, will for some time remain a useful reference work, the more so as each 
article is written by a research worker in the subject. (616-04) 


CHROMATOGRAPHIC AND ELECTROPHORETIC TECH- 
NIQUES. 2 vols. Edited by Ivor Smith. Vol. I: Chromatography (2nd 
edition). Vol. II: Zone Electrophoresis. Heinemann, 65s. and 30s. 1960. 22-5 cm. 
636 : 224 pages. Illustrations. Diagrams. References. Indexes. 

The editor’s purpose is to collect in one work and to evaluate those ‘tried and tested 

methods’ now accepted as routine practice in clinical medicine, biochemistry, organic 

and agricultural chemistry. The result is a concise standard reference work, in Vol. I 

describing chromatographic and desalting apparatus, and then the preparation of 

solvents and location reagents with their applications. The revised edition includes 
chapters, all by authorities, on new methods and compounds, on the chromatography 

of radioactive substances and on exchange cellulose in chromatography. Vol. Il, a 

new work, is equally practical and designed to give adequate instructions for 

techniques, which, unlike the chromatographic methods dealt with in Vol. I, require 
different apparatus, here described and well illustrated. As well as giving practical 
instructions for paper electrophoresis, the volume elucidates cellulose acetate, agar 
and starch gel, starch block and sponge rubber, and high voltage paper methods, and 
finally, continuous electrophoresis. (616-075) 


CANCER OF THE RECTUM. Edited by Cuthbert E. Dukes. Livingstone, 
$0s. 1960. 25-5 cm. 320 pages. Illustrations. Diagrams (some in colour). References. 
Index. (Monographs on Neoplastic Disease at Various Sites, Vol. Il) 

This is the fourth to appear in a series of possibly fourteen volumes, each planned to 

assemble knowledge gained by certain London postgraduate teaching hospitals which, 

having consulted and co-operated since 1944 in the treatment of tumours, have 
obtained exceptional knowledge of tumours at various sites. Each volume, complete 
in itself, deals with incidence and mortality, predisposing factors, prevention and 
control, pathology as a basis for treatment, the relative merits of methods of diagnosis 
and treatment, and post-operative care and complications. The Consulting Pathologist, 

St. Mark’s Hospital, London, is, in Volume IIL, assisted by seventeen distinguished 

contributors who cover this ground and discuss in much detail, for specialists, the 

historical, anatomical and physiological background, describe the many techniques 
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and assess their value, and finally analyse the general results of surgical treatment at 
St. Mark’s Hospital between 1928 and 1957. In an appendix, supplementary informa- 
tion is given about statistical problems. (616-35) 


MODERN TRENDS IN UROLOGY. (Second Series). Edited by Sir 
Eric Riches. Butterworth, 70s. 1960. 255 cm. 318 pages. Illustrations. Diagrams. 
References. Index. 

To this beautifully produced volume, documented from world literature, twenty- 

seven eminent specialists contribute reviews of those aspects of urology upon which 

attention is at present focused, and indicate possible future trends. All British, except 
for Willard E. Goodwin, who writes one of the chapters on the uses of the intestines 
in urology, they cover a wide range of subject, pathology, biochemistry, medical 
treatment, surgery and radiotherapy. As an indication of the value of the volume to 
those working in the several fields of study, mention can be made of the accounts of 
metabolic disorders in renal disease, the artificial kidney, the use of the image 
intensifier and the standardisation of instruments. The experimental and clinical 
aspects of renal transplantation are separately discussed; on the paediatric side, 

D. Innes Williams and D. Band deal respectively with the mega-ureter and the 

rehabilitation of the paraplegic, and W. S. Mack elucidates the implications of 

nuclear sexing for male infertility. (616-63) 


CALCIUM METABOLISM AND THE BONE. Paul Fourman. Blackwell 
(Oxford), 37s.6d. 1960. 23 cm. 326 pages. Illustrations. Bibliography. Index. 
Mainly for physicians, and for those who may encounter disorders of bone in 
association with their own specialties, such as orthopaedics, urology, neurology, or 
rheumatism, this monograph is by the Senior Lecturer in Medicine, Welsh National 
School of Medicine, who has himself contributed to the subject on both the 
experimental and clinical sides. The study opens with an account of research into the 
physiology and chemical pathology of bone, including the supply and transport of 
calcium and phosphorus, and the role of the parathyroid glands. There follow two 
clinical sections. The first discusses metabolic diseases of bone, including their clinical 
features, radiology, pathology, chemical changes, diagnosis and treatment. The second 
deals with the effects of renal disease on bone, and on the metabolism of calcium and 
phosphorus. Besides the valuable survey of current research and views, Dr. Fourman 
gives the historical background; he adds a superb bibliography of great value to the 
investigator, whether biochemist or clinician. (616-71) 


MANSON’S TROPICAL DISEASES. A Manual of the Diseases of 
Warm Climates. Edited by Sir Philip H. Manson-Bahr. 15th edition. Cassell, 84s. 
1960. 22-5 cm. 1,192 pages. Numerous illustrations (some in colour). Maps. 
Index. 

The care with which successive editions of Manson are revised by the Consulting 

Physician to the Hospital for Tropical Diseases, London, who communicates to it 

both his clinical brilliance and charm, ensures that each will, as heretofore, reach the 

remotest corners of the world. Tropical diseases are here so fully described, their 
synonyms, geographical distribution, aetiology, incidence, pathology, symptoms, 
diagnosis, prognosis and treatment, that those who must rely on textbook advice 
feel that they are receiving direct personal guidance from its pages. This revision, 
after six years, imposed the heaviest burden upon the editor, who has had the advice 
of specialists in dealing with such subjects as leprosy, fungous diseases, the anaemias and 
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with medical entomology. New work includes information about recent insecticides, 
sections on blood chemistry, and up-to-date treatment throughout. (616-9883) 


SURGERY FOR NURSES. James Moroney. 7th edition. Livingstone, 
32s.6d. 1961. 22-5 cm. 804 pages. Illustrations (some in colour). Index. 
After an interval of about two years, this most popular textbook for nurses has been 
extensively revised, 125 new illustrations have been introduced and many alterations 
made in the text. It covers the syllabus in surgery for the Final State Examination of 
the General Nursing Council, and, besides giving the basic aetiology, signs and 
symptoms, and treatment of disease, concisely describes nursing care, specially 
emphasising in this edition the importance of asepsis in the prevention of hospital 
infection. A chapter on acute circulatory failure replaces that formerly entitled 
‘Surgical Shock’, and there is new work on fluid administration, oxygen therapy and 
surgical diathermy; very many sections have been completely rewritten. Beautifully 
produced, the book is excellent value at the price. (617) 


MEDICAL AND DENTAL ASPECTS OF FLUORIDATION. 
W. A. Cannell. H. K. Lewis, 15s. 1960. 22-5 cm. 134 pages. Bibliography. Index. 
This exhaustive, well-documented study examines the historical background and 
the scientific indications for the use of fluorine compounds as one method of caries 
prophylaxis, and in combination with other measures advocates their employment, 
but with caution until more knowledge has been gained from study centres in the 
United Kingdom. The author bases the study on his own research and emphasises 
topics discussed during a lecture course sponsored by the British Dental Association. 
In a compact monograph he assembles biochemical and physiological aspects, the 
materia medica and pharmacology of fluoride, and an account of the structure of 
skeletal and dental tissues. In a final chapter, he assesses the public health aspects of 
fluoridation. (617-634) 


HEARING. A Handbook for Laymen. Norton Canfield. Eyre & Spottiswoode, 
128.6d. 1960. 20-5 cm. 176 pages. 
The British edition of this small book for the deaf briefly describes services in the 
United Kingdom, but is specially helpful to English-speaking readers for its accounts 
of different types of deafness, of the medical and surgical treatment now available, 
modern methods of measuring hearing and the uses of hearing aids. The author, who 
is Associate Clinical Professor of Otolaryngology, Yale University School of 
Medicine, also offers much friendly and wise advice to the deaf on coming to terms 
with and mastering their disability. Parents of deaf children, too, will find it profit- 
able. (617-8) 


HEALTH IN CHILDHOOD. Richard W. B. Ellis. Penguin Books, 5s. 

1960. 18 cm. 252 pages. Illustrations. Diagrams. Bibliography. Index. Paper covers. 
The Professor of Child Life and Health, Edinburgh University, has written an 
interesting book for parents and for laymen concerned with child welfare, in which 
he describes the background to a happy and healthy childhood, the hazards of 
inheritance and environment, and the risks of disease which may beset the way to 
maturity. He traces the growth and development of the child from conception, 
through birth to puberty, and outlines the basic principles of nutrition, a primary 
factor in the promotion of health, and the effects of malnutrition, with reference also 
to underdeveloped countries. There is a brief chapter on physical, mental and 
emotional handicaps. (618-92) 
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DISEASE IN INFANCY AND CHILDHOOD. Richard W. B. Ellis. 
3rd edition. Livingstone, 55s. 1960. 25-5 cm. 722 pages. Illustrations (some in 
colour). References. Index. 

This textbook, a pleasure to handle, is primarily intended for undergraduate students. 

Hospital residents and general practitioners will find the essentials of up-to-date 

diagnosis and treatment conveniently presented, while postgraduate students, 

especially, will appreciate the value of the classified bibliographies. The Professor of 

Child Life and Health, Edinburgh University, here places an emphasis upon disease 

in relation to growth and development, rather than to disease as it arises in the body 

systems. He incorporates in this well revised edition important new knowledge of 
the last four years, for example, relating to chromosome variations and to the 
aetiology of virus diseases; Professor Ellis has also retained full accounts of conditions 

still prevalent overseas, such as syphilis, tuberculosis and malnutrition. (618-92) 


Engineering: General 
THE FIFTEEN WONDERS OF THE WORLD. René Poirier. 
Translated from the French by Margaret Crosland. Gollancz, 25s. 1960. 22-5 cm. 
400 pages. Illustrations. Diagrams. Maps. Bibliography. Index. 
First published in French in 1957, this work provides the general reader with an 
interesting description of fifteen of the world’s major engincering feats. Both ancient 
and modern ‘wonders of the world’ are included, ranging from the Pyramids and 
the Great Wall of China to the London Underground, the reclaiming of the Zuyder 
Zee, and the Oak Ridge Atomic Power Project. The translation is excellent and the 
general style will make this book enthralling to the older child as well as to the 
enquiring parent. Well illustrated and provided with a useful bibliography, the 
volume is excellent value at the price. (620-9) 


—— Electrical 
THE RELAY PROTECTION OF HIGH VOLTAGE NETWORKS. 
G. I. Atabekov. Translated from the Russian. Pergamon Press, 84s. 1960. 
25*5 cm. $76 pages. Diagrams. References. Index. Typewriter script. 
This is a theoretical monograph on electrical relay protective systems and, coming 
from Russia, is indicative of the practice in that country. Although there is nothing 
fundamentally new in it, it is nevertheless a sound and comprehensive account of the 
methods of theoretical analysis in regard to the technique of relay protection and 
the calculation of system faults. The author has extended the theory of asymmetrical 
abnormal conditions, and made considerable use of equivalent networks, sym- 
metrical components, and circle diagrams. Both steady-state and transient conditions 
are dealt with. The study is confined to power transmission systems and there is 
nothing on the protection of rotating machines or power transformers as such. 
Technically an excellent book but indifferently produced by photolithography. 
Intended chiefly for power system engineers and those studying system protection. 
(621-3178) 


ELECTRONIC EQUIPMENT RELIABILITY. G. W. A. Dummer and 
N. Griffin. Pitman, 45s. 22 cm. 286 pages. Illustrations. Diagrams. Bibliography. 
Index. 

As electronic equipment becomes more complex the possibility of failure necessarily 

increases unless the constituent parts can be made progressively more reliable; it is 

accordingly most important that designers and users should be able to assess the 
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probability of failure at the outset. The authors have been working on components 
development and testing at the Royal Radar Establishment and have accordingly 
been in an unusually good position to obtain the data now published; although both 
commercial and military components and equipment are covered, the authors state 
that the greater amount of experience has been gained with the latter. There is much 
that is new in the book and it will be found of absorbing interest, particularly to 
designers. (621-381) 


THE ANTENNA. L. Thourel. Translated from the French by H. de Laistre 
Banting. Chapman & Hall, 70s. 1960. 24-5 cm. 420 pages. Diagrams. References. 
Indexes. 

The French edition of this book appeared in 1956, but since the great advances in 

aerial systems came during and immediately after the war the delay in publication 

of an English edition is not as important as it might have been. In the references 
quoted at the end of cach chapter there is naturally a bias towards those works 
published in French. The book is based on a course of lectures given by Professor 

Thourel at the Ecole Nationale de |’Aviation Civile and has been well translated 

by another engineer. It is comprehensive, and although for full appreciation of the 

subject a good mathematical knowledge is necessary, much of the mathematics in 
the book may be accepted in favour of the resulting practical equations. 
(621-384135) 

—— Nuclear 

RADIOACTIVE WASTES: Their Treatment and Disposal. Edited by 
J. C. Collins. Spon, 55s. 1960. 22-5 cm. 262 pages. Frontispiece. Diagrams. 
References. Index. 

The rapid advance of the atomic energy industry has affected the development of 

associated technological fields of which the disposal of radioactive wastes is one 

which involves a wide variety of topics. There is now, especially since the Fleck 
reports, need for personnel and especially for technicians adequately trained in this 
field, and this book is a reasonably brief, but well thought out, authoritative and 
comprehensive text which deals not only with the subject itself but also with the 
different matters on which it is based. The book has been written asa collaborative effort 
by ten expert authors. Accounts of radioactivity, sources of wastes, radiation hazards, 
measurement of radioactivity, and the law on radioactive wastes, are followed by 
others dealing with the treatment and disposal of solid, liquid, and gaseous radio- 
active wastes and the biological concentration of radioactivity. (621-4838) 


—— Mining 
MECHANIZED CUTTING AND LOADING OF COAL. R. Shepherd 
and A. G. Withers. Odhams Press, s0s. 1960. 23 cm. 328 pages. Illustrations. 
Diagrams. References. Index. 
The book, after classifying coal-cutter machinery and defining the principles of 
coal breakage, describes various types of machines. Further chapters deal with 
miscellaneous aspects in the design and use of such machines, including the choice 
for operational purposes and their productivity. The authors have illustrated liberally 
but presented only such details of design as are thought to be adequate for the coal 
mining engineer. They have made extensive reference to the hitherto dissembled 
literature on mining machines and their uses. This is a valuable textbook for the 
coal mining student and a handy survey for the practising mining engineer. The 


I2!I 











authors have had considerable experience in practical mining, teaching, and 
research. (62233078) 


—— Shipbuilding 
JANE’S FIGHTING SHIPS. 1960-61. Compiled and edited by Raymond 
V. B. Blackman. Sampson Low, £/5 5s. 1960. 325 cm. 460 pages plus 58 pages of 
advertisements. Illustrations. Diagrams. Index. 
The amount of fresh material in this 63rd annual edition is considerably above average 
and reflects the rapid changes in the construction of new warships and the reconstruc- 
tion of existing types. The foreword is a masterly exposition of the complexities of 
the classification of ships in general and of leading naval powers in particular; it also 
has summaries of major additions and deletions in the navies of the world. In the 
main part technical ship data, reference tables and specialised notes, with over 2,500 
photographs and scale drawings, cover some 10,000 ships of seventy-five countries, 
and the strengths by categories of fifty-four of these are listed together. Unofficial 
as it is, Jane’s firmly holds its place as the leading authoritative work of reference 
and source of information of the sea power of nations. (623 -825058) 


—— Structural 
HYPERSTATIC STRUCTURES. An Introduction to the Theory of 
Statically Indeterminate Structures. Vol. Il. Containing worked examples and 
examples for solution. J. A. L. Matheson and A. J. Francis. With Chapters by 
N. W. Murray and R. K. Livesley. Butterworth, 60s. 1960. 25 cm. 294 pages. 
Diagrams. 
A valuable supplement to Volume I, published in 1959, in which the various 
established methods of analysis are collated, thoroughly explained, and illustrated 
by fairly simple worked examples. The present volume, closely following the order 
of the previous work to which it is clearly cross-referenced, sets out to give further 
practice in the application of all the methods. The chapters are divided into sections, 
each of which is designed to illustrate the use of one method of analysis. A concise 
statement of the principles involved in the method is followed by step-by-step 
solutions of more difficult examples. Numerous further problems are given for 
solution. (624-171) 


CONSTRUCTIONAL STEELWORK SIMPLY EXPLAINED. Oscar 
Faber. 4th edition, revised by John Faber. Oxford University Press, 16s.6d. 1960. 
22 cm. 132 pages. Diagrams. Index. 

An elementary introduction to design of simple structures, revised by the son of 

the original author and partner in his late father’s consulting engineering practice. 

Revisions to stresses permitted by the 1959 version of B.S. 499 The Use of Structural 

Steel in Building are noted and more attention is given to welding. Mention is also 

made of the use of high-strength friction grip bolts in lieu of field rivets and of the 

new Universal sections. The chapter on ‘Factor of Safety’ could with advantage 
have been further revised to take account of the modern concept of ‘load factor’ as 

defined in B.S.449. (624-182) 


—— Hydraulic 

IRRIGATION AND HYDRAULIC DESIGN. Vol. Ill: Hydraulic 
Structures for Irrigation and Other Purposes. Serge Leliavsky: Chapman & Hall, 
£13 138. 1960. 25°5 cm. 782 pages. Illustrations. Diagrams. Indexes. 

This is the final volume of an important trilogy by an author of international repute 

in the field of hydraulic engineering. It comprises detailed and authoritative exposi- 
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tions on the design of diversion headworks, weirs, gates, locks, arches, dams, and 
turbine installations, and includes a section on vibration in hydraulic structures. 
Examples are drawn from many countries and the book contains a large number of 
diagrams and plates. Both theory and practice are covered with the author’s usual 
clarity and in a pleasing style. The scope is comprehensive and there are numerous 
and up-to-date formulae and design methods. The book is an outstanding one in 
its field and should be of lasting value both to the designer and as a work of 
reference. (627-52) 


Aeronautics 


THE AEROPLANE PICTORIAL REVIEW (No. 5). Compiled and 
written by the Staff of The Aeroplane and Astronautics. Temple Press, 12s.6d. 1960. 
Obl. 26 cm. 128 pages. Index. 

This useful and simple reference book covering the past aviation year is as usual 

divided into sections and consists mainly of photographs, all extremely good. The 

sections deal with new types of aircraft, development of air transport, small passenger- 
machines, military missiles and rockets, fighters of Britain, America and some 

European nations, the Farnborough display, strategic bombers, naval aircraft, 

aeronautical development, military trainers and transport, helicopter designs, and 

events of the year. (629-133) 


PRINCIPLES AND PRACTICE OF AIRCRAFT ELECTRICAL 
ENGINEERING. H. Zeffert. Newnes, 90s. 1960. 22 cm. 744 pages. 
Illustrations. Diagrams. References. Index. 

The author has spent many years on the problems of the installation of electrical 

equipment in aircraft and he is an acknowledged expert in the field. Since he is still 

practising, his information is completely up to date and this, the summary of his 
experience, is a most valuable reference book for design and maintenance engineers 
concerned with the practical aspects of aircraft electrical engineering. No other book 
in this country covers quite the same ground and, apart from the theoretical side 
which has intentionally been omitted, the treatment is comprehensive. The numerous 
diagrams and photographs are excellent. (629-1354) 


Motor Vehicles 


CARS OF THE CONNOISSEUR. A Treasury of the Years of Grace. 
J. R. Buckley. Batsford, 30s. 1960. 23 cm. 272 pages. Illustrations. Index. 
Some of the finest cars ever made were produced in the 1920’s and 30’s, and Colonel 
Buckley writes of them with the critical affection to be expected from one who has 
owned more than thirty of these immortals. Some nineteen marques are covered, with 
detailed descriptions of individual models, specifications, and highly stimulating 
comment on their handling and performance. The fifty-seven photographic 
illustrations are without exception excellent. This is beyond doubt a book for the 
knowledgeable enthusiast, in whom it will evoke many memories. The younger 
reader will find it an eye-opening tribute to splendid craftsmanship and a memorial 
to a great era. (629-2222) 


THE BOOK OF SPORTS CARS. Charles Lam Markmann and Mark 
Sherwin. Muller, 73s.6d. 1960. 28-5 cm. 322 pages. Illustrations. Bibliography. 
The dual purpose sports car—for touring or racing—first appeared at the turn of 
the century and the legions of enthusiasts among drivers, spectators and in the trade 
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have long awaited such a comprehensive record as this excellent book provides. 
It would be hard to find an omission in either text or illustration—there are some 700 
of these—covering 160 makes throughout the racing world. These are listed alpha- 
betically under the countries of origin and each has its story of development and 
achievement. Then follow the racing careers of famous car builders and drivers, and 
the book ends with a history of major competitions since the first Paris-R.ouen trial 
in 1894. Today’s high standard of automobiles derives from the dauntless efforts of 
the men and women to whom this book is a lasting tribute. (629-2222) 


LOST CAUSES OF MOTORING. Lord Montagu of Beaulieu. Research 
by Michael Sidgwick. Cassell, 30s. 1960. 22-5 cm. 240 pages. Illustrations. Index. 
(Montagu Motor Books) 

This, the first in a series which is to cover motoring throughout the years, will appeal 

to Vintage and Veteran car enthusiasts and be of interest to reference and other 

libraries concerned with motoring history. It covers a wide historical range and a 

remarkable array of car manufacturers, from designers of genius to makers of ‘white 

elephants’, who have succumbed to time. It is a sobering thought that the number 
of individual British makes of car has declined from 104 in 1924 to some 34 or less 
in 1960, and Lord Montagu does service to motoring history by recording the stories 
of those that have disappeared before memories and such models as remain go the 
same way. (629-2222) 


Agriculture 
WEED CONTROL HANDBOOK. Issued by the British Weed Control 
Council. Edited under the direction of E. K. Woodford. 2nd edition. Blackwell 
(Oxford), 17s.6d. 1960. 22°5 cm. 272 pages. Diagrams. Index. 
First published in 1958, this handbook, now revised, is a complete guide to the 
chemical control of weeds in farm crops and grassland, forest nurseries, lawns and 
sports turfs, and on uncropped land such as road verges, railways, etc. It is issued 
by the British Weed Control Council, a body whose members include technicians 
from the Ministry of Agriculture and research institutions, and representatives from 
the chemical and other industries concerned with the subject. All those weed killers 
in established use are fully dealt with, including their chemistry, their effects and 
recommended usage, and there is also the latest available information on those still 
in the experimental stage. The book lists all the common weeds and their suscepti- 
bilities and the crops and their resistances. Methods of application are fully discussed, 
and an outline given of legal considerations involved. Altogether this is a valuable 
reference work for those interested in the subject in any temperate climates of the 
world. (632-58) 


PLANT VIRUSES. Kenneth M. Smith. 3rd edition. Methuen, 16s.6d. 1960. 
17 cm. 222 pages. Illustrations. Diagrams. References. Index. (Methuen’s 
Monographs on Biological Subjects) 

Until the end of 1959, Dr. Smith, who has worked for thirty years on plant and 

insect viruses, was Director of the Agricultural Research Council Virus Research 

Unit, Cambridge. The aim of this excellent little book, first published in 1935 and 

now revised and reset, is to introduce the student to ‘the basic principles of plant 

virology and the means by which our knowledge has been obtained’. First, various 
aspects of the virus in the plant are discussed (diseases, physiology, movement, 
dissemination) and then in the arthropod vector. Electron microscopy, practical 
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methods of study and, finally, control of plant viruses form the rest of the subject 
matter of the book. (632-8) 


MODERN INSECTICIDES AND WORLD FOOD PRODUCTION. 
F. A. Gunther and L. R. Jeppson. Chapman & Hall, 50s. 1960. 23 cm. 300 pages. 
Illustrations. References. Index. 

This is a really first-class book and should be read by anyone who has any doubts 

on the wisdom of modern large-scale use of pesticides. It was written, state the 

authors (both from the Citrus Experiment Station of the University of California), 
not for specialists in the fields of economic entomology and the chemistry of 
insecticides, but to provide a general and comprehensive insight into the whys and 
wherefores of modern insecticides and acaricides, the problems of, and arising from, 
their use. Inevitably the book contains a fair amount of organic chemistry but this 
need not deter the non-chemist. It is exceptionally readable for a book of the kind, 
well set out, well illustrated, and well indexed; the text is not cluttered with too 
many references; neither is there any undue American bias. (632-951) 


Veterinary Medicine 
REPRODUCTION IN THE DOG. A. E. Harrop, assisted by five 
contributors. Baillitre, 30s. 1960. 23 cm. 214 pages. Illustrations. References. 
Index. 
This excellent volume fills a long-felt gap in veterinary literature, and will be greatiy 
appreciated by veterinary practitioners, research workers, and studious dog-breeders. 
The whole subject is dealt with scientifically and in detail by well-known specialists, 
covering anatomy, histology, and physiology of the reproductive organs, as a 
background to practical accounts of stud work and of normal and abnormal whelp- 
ings. The chapter on dystocias and Caesarian section is invaluable. The information 
on artificial insemination will be of particular interest to breeders in countries where 
good stud dogs are not readily accessible. Canine paediatrics and nutrition are also 
dealt with. References to relevant literature are given at the end of each chapter, and 
the instructive illustrations are outstanding. (636-70824) 


Paints and Varnishes 


TECHNOLOGY OF NON-METALLIC COATING. A. Ya. Drinberg, 
E. S. Gurevich and A. V. Tikhomirov. Translated from the Russian and edited 
by E. Bishop. Pergamon Press, 80s. 1960. 25 cm. $48 pages. Illustrations. Diagrams. 
References. Indexes. 

First published in Russian at the end of 1957, this work provides a detailed review of 

the state of the protective coatings and finishing industries within the Soviet Union. 

Intended as a textbook for students of chemical engineering specialising in the field of 

non-metallic coatings, it reviews the theory of anti-corrosion protection and then 

discusses the properties of paint materials and the principles of paint formulation. It 
describes the properties and ageing of coatings, the preparation of surfaces prior to 
painting, the painting of metals, wood, plastic, and concrete, etc. Although the 
numerous references to the original literature largely relate to the work of Soviet 
authors, there are references to publications outside the Soviet sphere where 

appropriate. While this book will provide the painting and finishing industries with a 

useful guide to current Russian practice, it is suggested that it may be mainly valuable 

as a model in the educational field. (667-6) 
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Metal Manufactures 


THE EXTRUSION OF METALS. Claude E. Pearson and Redvers N. 
Parkins. 2nd edition. Chapman & Hall, 45s. 1960. 22 cm. 346 pages. Illustrations. 
Diagrams. References. Index. 

Since its first appearance this book has been recognised as the standard British work 

on the subject of metal extrusion, and its position is strengthened by this revised 

second edition. Considerable extra material is devoted to the advance in the theory 
and mathematical treatment relating to metal deformation and flow during extrusion. 

Automatic operation, the use of powerful quick-acting units for special alloys, the 

extrusion of nuclear fuel elements and powder metals and, in particular, the use of 

glass as a lubricant for improved steel extrusion, are some of the important new 
developments included. The presentation is clear, well balanced with regard to 
emphasis, and authoritative in content, making this a most important work for both 

teaching and industrial reference in the field of metal working. (671-34) 


Precision Instruments and Apparatus 


COMPUTER ENGINEERING. Edited by S. A. Lebedev. Translated from 
the Russian by Jane Stuart. Translation edited by J. P. Cleave and F. A. Sowan. 
Pergamon Press, 63s. 1960. 22 cm. 192 pages. Illustrations. Diagrams. References. 

A collection of miscellaneous articles on computer design and use, written in or after 

1956 by Soviet computer specialists. The longest, by Mairov, surveys American 

work on digital multiple-integrators, i.c., analogue devices that represent numbers 

by discrete increments of single physical quantities. Stable and tolerant flip-flop 
circuits are described in detail by Golovistikov. Shcherbakov describes the behaviour 
of the power system of the USSR Academy of Sciences computer “BESM’ during 
the years 1952-55, and methods and experiments to increase its reliability and 
efficiency. To this, and the other engineering articles, the editor has added a list of 
valve types equivalent to the Russian ones quoted. Suggestions for terminology by 

Mamonov will help translators to identify Russian computer terms. Short papers 

deal with Booth’s method for dictionary look-up by dichotomy; error-correcting 

codes for arithmetic units, and the use and reliability of magnetic core stores. The 

collection gives a fair sample-of the state of Russian computer technics around 1955. 


(681-14) 
ARTS AND RECREATION 


DUTCH MUSEUMS. R. Van Luttervelt. Translated from the Dutch. 
Thames & Hudson, 30s. 1960. 21-5 cm. 320 pages. 374 illustrations (124 in colour). 
The history of collecting and the development of museums out of the ‘cabinets of 
paintings’ formed by royalty and (especially in the Netherlands) rich merchants is an 
absorbing aspect of the social history of art which is curiously neglected in such an 
art-conscious age as the present. A warm welcome may therefore be given to this 
book which, instead of offering yet another outline history of Netherlandish painting, 
gives the reader a highly interesting and authoritative account of the origin of the 
great Dutch collections. This is followed by over one hundred colour reproductions, 
with descriptive commentary, and a concluding reference section of ‘postage-stamp’ 
monochrome illustrations. The principal museums dealt with are the Rijksmuseum, 
Amsterdam, the Boymans Museum, Rotterdam, the Mauritshuis in the Hague and 

the Franz Hals Museum at Haarlem. The author is a curator at the Rijksmuseum. 


(708-9492) 
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MASTERPIECES OF GREEK ART. Raymond V. Schoder, S.J. Studio 
Books, 70s. 1960. 26 cm. 222 pages. Colour photographs by the author (96 plates). 
Map. Bibliography. 

This book has been built around the author’s collection of colour transparencies of 

specimens of Greek art taken in the principal museums of Europe and the United 

States. It is mainly, though not exclusively concerned with small-scale objects; the 

glyptic arts, coins, metalwork, and ceramics are well represented, as are many major 

sculptures in bronze and marble and a number of architectural details. The clarity of 
this detail, the colour fidelity and the superlative printing on art paper give great 
distinction to the plates, which repay the closest study. The text matches the 
excellence of the plates; it is factual, direct and sensitive, enhancing the readet’s 
appreciation of the objects depicted without distracting him with ponderous 
generalisations or subjective musings. Altogether this is a first-class introduction to 
its subject, a fine example of book production and a model of what the intelligent, 
popular art-book should be. (709-38) 


ROMANTIC ART. Marcel Brion. Translated from the French. Thames & 
Hudson, £6 6s. 1960. 34 cm. 240 pages. 166 gravure plates. 64 colour plates. 
Index. 

A comprehensive survey of Romantic painting, with shorter sections on architecture, 

sculpture and the graphic arts, is attempted in this bulky volume. Marcel Brion’s 

text treats of each European country separately with a concluding chapter on the 

United States. The information given is copious but the style of writing is that of a 

causerie or lecture series and will not satisfy those seeking a systematic analysis of the 

nature of Romantic art; the absence of a bibliography and references will also deter 
the serious student. The numerous illustrations, on the other hand, many of them 
tipped-in colour plates, present an agreeable and catholic anthology of Romantic 
art which should appeal to collectors of handsome picture books such as this. 
(709°4) 

Architecture 

LE CORBUSIER 1910-1960. W. Boesiger. English translation (from the 
French) by William B. Gleckman. German translation by Elsa Girsberger. 
Tiranti, 96s. 1960. 23-5 cm. 330 pages. Numerous illustrations (some in colour). 
Drawings. Plans. Bibliography. Index of Works. 

This is a concentrated and more handy version of the well known Ocuvre Complete of 

Le Corbusier, one of the two or three outstanding architects of the present century, 

which has been appearing—one volume at a time—at intervals of five or six years 

since 1929. Unlike the ‘Complete Works’, it does not record his buildings and other 
activities chronologically, but according to subject matter. There are three main 
sections: architecture; town planning; painting, sculpture and tapestry. The text, 
providing a biography and an appraisal of the architect and his work, with captions 
to the illustrations, is trilingual (French, German, English) and short, but the photo- 
graphic coverage is remarkably comprehensive. As well as a bibliography, there is a 
complete catalogue of Le Corbusier’s architectural works. (720-944) 


NEW JAPANESE ARCHITECTURE. Udo Kultermann. Translated 
from the German. Architectural Press, 63s. 1960. 28 cm. 38 pages of text. 180 pages 
of plates. Plans. 


Although so many books on the architecture of Japan have been published since 1945, 
Udo Kultermann is probably right in his contention that none have attempted to 
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present ‘the whole phenomenon of Japanese architecture’ in recent years. The author 
therefore addresses himself to this considerable task and, despite the brevity of his text, 
provides a remarkably informative survey of developments during the past decade 
and a half. He also finds space to describe the historical background, which is so 
important for an understanding of Japanese present-day architecture, and contributes 
short biographies of the principal Japanese architects associated with the modern 
movement—a valuable feature. Much of this attractive book, printed in Germany, 
consists of splendid photographs of buildings, together with a few—too few—plans. 


(720-952) 


ARCHITECTS’ WORKING DETAILS 7. Edited by D. A. C. A. 
Boyne and Lance Wright. Architectural Press, 25s. 1960. 30°5 cm. 160 pages, including 
148 illustrations and diagrams. Index. 

The seventh volume in this valuable series, like volumes 1 to 5, illustrates working 

details of buildings in the United Kingdom, which have previously appeared in the 

Architects’ Journal. Volume 6 contained foreign examples, and it is the editors’ intention 

to publish further work from abroad in later volumes. The new collection includes 

details of windows, doors, staircases, walls and partitions, roofs and ceilings, canopies, 
water supply, furniture and miscellaneous fittings. It is what architects call a ‘crib’ 
book, but one of a very high standard, satisfying both the requirements of visual and 
practical functionalism. (729°3) 


Sculpture 


A CATALOGUE OF CYRENAICAN PORTRAIT SCULPTURE. 
Elisabeth Rosenbaum. Oxford University Press for the British Academy, 84s. 1960. 
29°5 cm. 158 pages of text. 108 pages of plates. Bibliography. Indexes. 

This is the first book on a comprehensive scale to deal with the portrait sculpture of 

the Roman North African province of Cyrenaica (now part of the modern Kingdom 

of Libya). Over three hundred busts, heads and figures are critically discussed in the 
catalogue and illustrated in the section of plates. The work of assembling and assessing 
this material must have been considerable; for specialists in classical art and archaeology 

Miss Rosenbaum’s scholarly catalogue and introduction will provide important 

material for a reassessment of Roman provincial art during the imperial period. 


(733°) 


Ceramics 


SEVENTEENTH AND EIGHTEENTH CENTURY FRENCH 
PORCELAIN. George Savage. Barrie & Rockliff, 70s. 1960. 23 cm. 260 pages. 
218 photographs (4 in colour). Bibliography. Index. 

In this book a well-known dealer and writer examines the origin, development and 

flowering of French porcelain from the time of its first appearance at Rouen in 1673 

to the French Revolution. A brief sketch of French history, an explanation of such 

tricky terms as baroque and rococo, and a survey of French decorative art during the 
period covered, serve to introduce the detailed examination of individual factories. 

The wares of the Vincennes-Sevres factory are among the finest porcelain ever pro- 

duced and this extensive survey of the whole field brings together a great deal of 

information. It forms a companion to the author’s Eighteenth Century German Porcelain 

(1958) and is well within the comprehension of the comparatively uninitiated 

enthusiast as well as interesting to the experienced collector. (738-20944) 
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Metal Arts 


THE SMALL-SWORD IN ENGLAND: Its History, its Forms, its 
Makers, and its Masters. 2nd edition. J. D. Aylward. Hutchinson, 50s. 1960. 22 cm. 
176 pages. Illustrations. Index. 

The limited first edition in 1945 has long been out of print and this present one fulfils 

a demand for a standard work of reference. Mr. Aylward, an established authority, has 

added the results of further research to the technical chapters. These cover the period 

from the mid-17th to the end of the 18th century when the small-sword was a 

recognised part of a man’s dress. After an extremely interesting miscellany of little 

known facts, there are detailed studies of the development and patterns of blades and 
hilts, including a useful tabular analysis. Then follow treatises on some famous masters 
of the arm and their methods, collecting and the restoration of specimen weapons, 
and finally the sword-cutler and his technique. Clear illustrations complete a com- 
mendable work of value to the collector and of interest to fencers and all who admire 
craftsmanship. (739) 


Drawing 


ILLUSTRATING MEDICINE AND SURGERY. Margaret C. McLarty. 

Livingstone, 37s.6d. 1960. 25-5 cm. 168 pages. Illustrations (some in colour). Index. 
Here in a volume worthy of Miss McLarty’s art and introduced by Sir Robert 
Macintosh of the Nuffield Department of Anaesthetics, Oxford, where some of her 
best work has been done, the artist to the United Oxford Hospitals describes her 
techniques, for fellow artists, teachers in medical schools and medical authors. With a 
variety of excellent illustrations, evidence of her outstanding skill and patience, Miss 
McLarty describes basic techniques in detail and with such clarity that this should 
become the standard textbook of the subject. She works her way through procedures 
in lettering, chart making, line and half-tone drawing, to the drawing of operations, 
photographic and mechanical aids, and the use of colour. There are general intro- 
ductory chapters, including one on training and another on equipment; and, com- 
bining artistry with efficiency as the textbook does, there are conversion tables, a 
glossary, addresses of manufacturers of equipment and a method of filing lantern 
slides. (743-8961) 
Embroidery 


FLOWER EMBROIDERY. E. Kay Kohler. Vista Books, 21s. 1960. 25°5 cm. 
120 pages. Illustrations. (Embroidery Handbooks) 
To the needlewoman who has little opportunity to discover unhackneyed designs Miss 
Kohler, a teacher and judge of embroidery, offers an attractive variety of traditional 
Hower embroideries, British and Continental. Introducing each group of motifs she 
describes the articles which they adorned in the country of origin; her suggested 
adaptations for tea cosics and cushion covers sometimes seem a little dull by com- 
parison. Tracing off the boldly drawn designs is clearly explained and the appropriate 
stitches are indicated, but it is assumed that the reader already knows how to work 
them. The book is therefore for the experienced embroidress. (746-44) 


Painting 
A GALLERY OF FLOWERS. Germain Bazin. Translated from the French 


by Jonathan Griffin. Thames & Hudson, 35s. 1960. 25-5 cm. 206 pages. 45 colour 
plates. Index. 


The neglect of flowers in modern painting, due to the present obsession with non- 
representational form, is in sad contrast to the attention they have received in former 
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times. In his new book the Chief Curator of the Louvre Museum, Paris, has compiled 
a delightful account of the pictorial treatment of flowers which skilfully brings out the 
diverse ways—symbolic, naturalistic, decorative—in which they have been depicted 
by artists during different periods. What gives the book additional value is that a 
professional botanist has been called in to give the correct Latin names of all identi- 
fiable species. The commentary to each reproduction gains much from this infusion 
of scientific accuracy, and the plates themselves make a brave and not altogether un- 
successful attempt to convey something of the colour of the flowers themselves and 
of the artists who painted them. (758-42) 





Photography 
THE COMPLETE PHOTOBOOK. Philip Johnson. 2nd edition. Fountain 
Press, 12s.6d. 1960. 18-5 cm. 258 pages. Illustrations (some in colour). Diagrams. 

First published in 1955, this excellent little book provides the amateur photographer 
with a clear and concise guide to the practice and art of photography. Emphasis is on 
the beginner and the miniature camera, but the more advanced worker will also find 
it useful for reference. The numerous drawings and photographic illustrations do 
much to enhance the text. After explaining how the camera works, the author pro- 
ceeds to consider modern cameras and accessories, films and filters, exposure, picture- 
making and portraiture, animal photography, night photography, flash, colour work, 
etc. There are excellent short sections on processing and printing, while print finishing 
is not neglected. At its modest price it provides the novice with the sort of information 
he requires. (770-2) 


ODHAMS MANUAL OF PHOTOGRAPHY. The Practical Guide for 
Amateurs. Odhams Press, 30s. 1960. 25-5 cm. 352 pages. Illustrations (some in 
colour). Diagrams. Index. 

Intended for the amateur photographer, this work has been compiled by a panel of 

fourteen experts who, in a series of short monographs, cover most aspects of the 

principles, techniques, and art of photography. It has the beginner mainly in mind, but 
the more advanced worker will also find something in this book, which covers 
everything, from the choice of a camera to portraiture, landscape photography, colour 

hotography, etc. Compilations such as this often suffer a little owing to slight over- 

“ and variations in style resulting from a multiplicity of authors, but this defect is 

only present to a slight degree and is completely offset by the advantage of having 

specialist advice on the various subjects. The price is rather higher than normal for a 

textbook for the beginner but the lavish illustration both in monochrome and colour 

justifies the price, particularly as the photographs form an important part of the 

instruction. An excellent book in all respects. (770-24) 


PHOTOGRAPHIC CHEMISTRY. Pierre Glafkides. Vol. I. Translated 
from the French by Keith M. Hornsby. Fountain Press, £5 $s. 1960. 25°5 cm. 
$04 pages. Illustrations. Diagrams. References. Index. 

Together with Volume I, this encyclopaedic work is designed for specialists in the 

field, and, with certain qualifications, fulfils its purpose. Volume II consists of two 

parts: (i) colour reproduction, including light sources, filters, and principles and 
practical methods of producing colour images, and (ii) colour sensitisation, covering 
the history, chemistry, and practical applications of sensitising dyes. There is an 
appendix on theoretical chemistry. The book will be valued for the diversity of the 
topics reviewed, the wide selection of literature references, and especially for the 
practical information on spectral sensitising and colour processes. It would be far 
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more valuable but for a number of false, misleading, or unintelligible statements, 
and a large number of incorrect structural diagrams, captions, and chemical names. 
Many of these errors have occurred in translation. It is a great pity, for there is no 
comparable book available in English. (771-5) 


Music 


A GUIDE TO POPULAR MUSIC. Peter Gammond and Peter Clayton. 
Phoenix House, 21s. 1960. 20 cm. 286 pages. Illustrations. Chronological index. 
Both the authors are executives in the Decca Company, and found, in the course of 
their job, that there was no reference book which covered the world of light opera, 
musical comedy, musical hall, bands, and jazz. This they have now supplied from 
the mid-19th century up to date, and give a lot of very useful information about 
composers, executants, terms and instruments. The numerous dated lists of works 
will be invaluable to librarians and all concerned with facts and sources in this elusive 
field of music. The coverage is for Britain, America, and (more selectively) Europe. 
Inevitably, perhaps, there are gaps and inconsistencies, but doubtless these will be 
remedied in future editions. (781-2) 


JAZZ ON RECORD. A Critical Guide. Charles Fox, Peter Gammond and 
Alun Morgan. With additional material by Alexis Korner. Hutchinson, 15s. cloth; 
58. paper covers. 1960. 19 cm. 352 pages. Index. 

The existing literature on jazz is so voluminous and the issue of old and new titles by 

the gramophone companies so capricious that a systematically planned survey of this 

type performs an extremely useful service. Wisely the editors have not attempted too 
much, but have contented themselves with mapping the records which are actually 
available. The book consists of a series of articles alphabetically arranged on the 
leading instrumentalists, band-leaders and singers of the present century. Each article 
reviews the artist’s career in general and his outstanding records: the judgments are 
controversial, but admirably incisive. The discography is not infallible, but sufficiently 
good to give the book real value. (781-57) 


ENRICO CARUSO: His Recorded Legacy. J. Freestone and H. J. 
Drummond. Sidgwick & Jackson, 42s. 1960. 21 cm. 142 pages. Frontispiece. 
Index. 

In Caruso’s lifetime, and since, his records have been sold and collected all over the 

world. This admirable discography should have a similarly wide appeal, for it tells 

collectors all they want to know. The authors have undertaken an immense amount 
of research to establish their facts. The items are grouped chronologically by 
companies, and include not only the discs made by Caruso singing by himself but 
also in association with other artists. The information given comprises the matrix 
number and the number of the record as issued in various countries; the place and 
date of the recording session; the duration of the record’s sale, and the catalogues in 
which it appeared; the title of the work, if any, with which it was coupled. Then 
there follows a critical appraisal of the quality of the recording and of Caruso’s voice, 
and of the style of his interpretation. What more could any collector want? 
(789°913) 

Films, Radio and Television 

INSIDE PICTURES with Some Reflections from the Outside. Ernest Betts. 
Cresset Press, 25s. 1960. 22°5 cm. 174 pages. Illustrations. References. Index. 

The author has been film journalist and critic as well as in charge of publicity and 

public relations for a number of the larger film companies in Britain. His book gives 
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an entertaining account of his life in both spheres and of the many well-known stars 
and personalities he has met in both films and journalism. The book follows, broadly 
speaking, the story of the author’s career, but the more informative chapters are 
often those in which he breaks away to generalise about certain aspects of the film 
industry, such as the policy of the film companies in relation to the film critics, or 
the problems of building a star or handling the public relations or those who have 
already become world-famous. (791-43) 


The Theatre 
COSTUMES BY NATHAN. Archie Nathan. Newnes, 30s. 1960. 22-5 cm. 
208 pages. Illustrations. Index. 

The dust jacket of this volume bears the caption ‘Nearly two centuries of intimate 
theatrical memories’ and this indeed is just what the book contains, a collection of 
tales, letters, anecdotes, linked by a narrative that brings the history of this family 
business up to the present. The long story of the well-known costume firm might 
well have been enlarged to become weightier in its history and more descriptive of 
its work, but though treated lightly it gives an insight into the scope of the business 
that has supplied Royalty and commoner, professional and amateur, theatre, films 
and television with its wares. (792-026) 


THEATRE WORLD ANNUAL (London). A Pictorial Review of West 
End Productions with a Record of Plays and Players. Number 11. 1st June 1959 to 
31st May 1960. Written and compiled by Frances Stephens. Barrie & Rockliff, 
27s.6d. 1960. 25-5 cm. 176 pages. Illustrations. Index. 

This year book, following its usual pattern, provides much useful information, both 

for present and future theatrical archivists, on productions staged in London, in- 

cluding details of author and plot illustrated by scenes from each production, 
particulars about players, and an obituary. In addition, it devotes a special section 

to the Old Vic season and to Ballet and Opera. (792-0942) 


THE TURBULENT THIRTIES. A Further Decade of the Theatre. 
J. C. Trewin. Macdonald, 35s. 1960. 25-5 cm. 144 pages. Pictures by Raymond 
Mander and Joe Mitchenson. Indexes. 

The collaborators in an earlier volume, The Gay Twenties, have here compiled a 

pictorial history of the pre-war years in the English theatre, with a foreword by 

Emlyn Williams. The lively and vigorous narrative has been written by the dramatic 

critic and author, J. C. Trewin, while the numerous photographs have been chosen 

by Raymond Mander and Joe Mitchenson from their extensive theatre collection. 

The book will have interest and usefulness for theatre practitioners today and appeal 

also to the casual reader. (792-0942) 


PIERROT. Kay Dick. Hutchinson, 30s. 1960. 23-5 cm. 208 pages. Illustrations 
(some in colour). Bibliography. Index. 
The author describes how a picture of Pierrot inspired her to search history for his 
antecedents. She finds him among the Italian players of the commedie dell’arte and 
thenceforward, under his various representations as Bertolda, Pagliaccio, Pedrolino, 
etc., traces his wanderings and disappearances until artists rediscovered him as Clown. 
This method is very much a personal one and will perhaps thereby have more 
interest for the general than the serious reader. The illustrations, varying from the 
familiar to the less well known, are a pleasant feature of the book. (792-3) 
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Ballet 
THE DANCER’S HERITAGE. A Short History of Ballet. Ivor Guest. 
Black, 18s. 1960. 22-5 cm. 168 pages. Illustrations. Bibliography. Index. 

The author, well known for his agreeably written and impeccably documented 
studies of dancers and dance epochs, has here shifted focus to cover four centuries in 
a thoroughly serviceable but plain historical textbook. His narrative, close-packed 
but well-proportioned, begins with the 15th century Italian dancing masters and 
concludes its final regional survey of contemporary ballet at about the end of 19509. 
It is written primarily for student-dancers; to them Margot Fonteyn recommends it 
in a foreword, stressing the importance to them of acquiring a soundly-based feeling 
for the period styles demanded by the classical repertory. (792-8) 


THE BALLET ANNUAL 1961. A Record and Year Book of the Ballet. 
Edited by Arnold L. Haskell and Mary Clarke. Black, 30s. 1960. 25-5 cm. 162 pages. 
Illustrations. 

This fifteenth issue covers in its customary London survey and international checklists 

the theatrical year from August 1959 to July 1960, except for the Soviet Union, for 

which particulars relating to the 1958-9 season—the latest available—are included. 

The general articles include a group on Frederick Ashton and an excellent short 

account of John Weaver (1673-1760), the English pioneer of ballet d’action. Others 

of varying, mainly lesser weight, discuss Dauberval, Benois and Robbins; the ‘new 
generation’ of Royal Ballet dancers; ballet in Leningrad, and dance today in Italy 
and Scandinavia; finance and organisation; pantomime dancers, programmes, and 

‘the Hero’ and ‘drama’ in ballet. The photographs are splendid, and Juliet Pannett 

contributes sketches of some dancers from the Bolshoi seen in London. (792-8) 


CLASSICAL BALLET: Its Style and Technique. Joan Lawson. Black, 25s. 
1960. 25-5 cm. 176 pages. Illustrations by Peter Revitt. Bibliography. Indexes. 
An interesting and important work; basically a study of the English style taught in 
the classrooms and presented by the companies of the Royal Ballet, it proves also 
a starting point for a general aesthetic of ballet. Miss Lawson, dancer, teacher, critic 
and theoretician, first traces out the pedigrees for England of both the academic 
discipline of the classroom and the expressive choreography of the theatre. Then, 
drawing on many quotations from Dame Ninette de Valois and other notes made 
at the Royal Ballet’s informal summer schools for teachers, she proceeds to a detailed 
account of the academic discipline there being evolved as best suited to English 
physique and temperament and to the typical, traditionally lyrical, demands of 
English choreographers. Finally she divides these movements of the classroom into 
seven categories and demonstrates their theatrical use from examples in ballets by 
Frederick Ashton. (792-8) 


LA FILLE MAL GARDEE. Edited by Ivor Guest. The Dancing Times, 7s.6d. 
1960. 21-5 cm. 72 pages. Illustrations. Musical examples. Paper bound. (Famous 
Ballets, No. 1) 

Dauberval’s ballet (Bordeaux, 1789) has persisted on the stage in innumerable re- 

workings through the fresh charm of its plot, a love story in a not over-idealised 

pastoral setting. Frederick Ashton’s version has lately been a most successful addition 
to the repertoire of the Royal Ballet. In this collection of articles, Ivor Guest 
brilliantly recapitulates the results of his researches on its stage history, and Karsavina 
and Winifred Edwards write briefly on the versions they danced in. Lillian Moore 
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covers its history in the United States and Marina Grut writes an interesting note 
on performances of Dauberval ballets in Stockholm. Ashton’s version is illuminated 
by contributions from the choreographer himself; from Nadia Nerina, his heroine 
Lise; from the designer, Osbert Lancaster, and from John Lanchbery, who describes 
exactly how and why he reconstructed the Royal Ballet’s fine score. Though far 
from impressive as book production, this booklet is a promising beginning to a new 


series. (792-84) 
Dancing 


ADVANCED HISTORICAL DANCES. Being a Second Supplement 
to Some Historical Dances. Melusine Wood. C. W. Beaumont for the Imperial 
Society of Teachers of Dancing, 42s. 1960. 25*5 cm. 190 pages. Frontispiece. 
Diagrams. Musical examples. References. Index. 

Miss Wood, here completing her three official textbooks for the Historical Dance 

Branch of the I.$.T.D., of which she herself was founder and first chairman, is at 

pains to emphasise that her work is not a full-scale academic study of the subject, 

but a practical syllabus for dancers. She describes here in detail two major variants 
of the minuet, and some examples of French dances and contredanses (or ‘Country 

Dances’) known in English 18th century ballrooms. There are linking passages dealing 

more generally with the social and historical background, steps, deportment and 

style. A section, the “Transition to Ballet’, includes three stage dances similarly 
transcribed from contemporary stenochoreographic notation, and finally she gives 
transcripts of the minuet and gavotte as they were revived as fancy dress dances in 
the 19th century. All the relevant music not otherwise easily available has been 
included in piano arrangements by Kenneth Skeaping. (793°3) 


Sports and Games 


BOARD AND TABLE GAMES FROM MANY CIVILIZATIONS. 
R. C. Bell. Oxford University Press, 21s. 1960. 22-5 cm. 232 pages. Drawings by 
Rosalind H. Leadley. Photographs by Kenneth Watson. Diagrams by the author. 
Bibliography. Index. 

This is a fascinating book by a surgeon who possesses a valuable collection of these 

extremely popular games. He shows a very strong link between some of the older 

games (of the ninety-one described, the oldest was played 5,000 years ago) and 
some of the latest. Rules and methods of play are given, together with something of 
the origin and history of each of the games, some of which have never been described 
in English before. Race and war games, dice and domino games have their place 
here, but chess and card games are omitted because so many books on these are 
already available. (795) 


OLYMPIC DIARY, ROME 1960. Neil Allen. Nicholas Kaye, 13s.6d. 1960. 
22 cm. 112 pages. Illustrations. 
A daily journal of the 1960 ear Games by the correspondent of a leading British 
newspaper. Mr. Allen deals mainly with athletics, swimming and boxing, revealing 
an expert knowledge of these sports, and skill in the use of a stop-watch. But this is 
no tedious repetition of what has already appeared in the newspapers; the author is 
young and enthusiastic about his chosen sports, excited by a great performance and 
candid but not carping in his criticisms. He has sympathy with the performers, and 
none with those fellow-reporters who rush to condemn an athlete for failing to 
reproduce his best form, and to make an international incident out of a minor mis- 
understanding. (790-48) 
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TOUCH WOOD! Duncan Hamilton with Lionel Scott. Barrie & Rockliff, 
25s. 1960. 22-5 cm. 240 pages. Illustrations. Indexes. 
Duncan Hamilton needs no introduction to motor sport enthusiasts. For the less 
well-informed reader the inside cover note can hardly be bettered: “He is one of the 
few survivors of the immediate post-war group of racing drivers and his own survival 
is due as much to his extraordinary durability as to his great skill.’ These memoirs 
confirm his skill and illustrate his indestructibility. They run from childhood, through 
wartime service in the Fleet Air Arm and an incident-packed peace, to his retirement 
from racing in 1959. They make first-class reading, with alarums, excursions, excite- 
ments and hilarities on almost every page. This book should delight the enthusiast 
and appeal to many less technically-minded readers as well. (796-7) 


THE NEW SKIER. Francesco Freund and Fulvio Campiotti. Translated from 
the Italian by James Cleugh. Arthur Barker, 30s. 1960. 23 cm. 240 pages. Illustrations. 
Index. 

This is a demonstration, by means of photographs, of the new ski-ing technique now 

practised in most of the leading ski-ing countries of the world. The instructor is 

Franz Freund, of the Italian Federation of Winter Sports, an acknowledged master 

of this technique. The photographs illustrate all the stages in learning to ski, from the 

choice of equipment to the linked christiania (wedeln or godille), showing the right 
way and, equally important, some of the wrong ways of executing a movement. The 
captions are as excellent as the photographs, concise, clear and full of good advice. 

This book will perhaps be of most value to the skier with some experience, especially 

one striving to perform the elegant linked christiania, but a raw beginner will also 

find it a stimulating introduction to this exhilarating sport. (796-93) 


YACHTING WORLD ANNUAL 1961. A ‘Yachting World’ publication. 
Edited by Group Capt. E. F. Haylock and D. Phillips-Birt. Iliffe, 45s. 1960. 
28-5 cm. 184 pages. Illustrations. Diagrams. Plans. Bibliography. Index. 

This tenth edition covers an Olympic year and includes a review by a member of 

the international jury. The year was also outstanding for the increased activity in 

ocean racing, which so strongly influences yacht design; over sixty pages are devoted 
to this important aspect during 1960. Among the subjects covered in many other 
articles by experts (there are short biographies of these) are the winds, weather and 
conditions of the North American Atlantic coast, the race from Bermuda to Sweden, 
sailing in the Bay of Biscay off France, the ever popular Norfolk Broads in England, 
ocean birds, early navigating instruments and boat-building in Spain. To these are 
added the year’s records and racing results, and in the many illustrations full advantage 
has been taken of that best of all camera subjects—the yacht in sail. (797-14) 


SALUTE THE HORSE. Personalities of To-day’s Horse World. Photographed 
and drawn by Keith Money. Harrap, 25s. 1960. 25-5 cm. 144 pages. Illustrations. 
Index. 

Mr. Money knows horses and also how to use a camera and pencil to do them justice. 

His excellent album of photographs, each with text, shows them in action and at ease 

in the ring, at trials and combined training events in England, New Zealand, the 

author’s homeland, Eire, Switzerland and Denmark, with famous horses and riders 
from many other countries. The contents fully merit the title—the traditional ending 
of the Horse-of-the-Year Show in London—and the book will appeal not only to 

riding enthusiasts but to all who admire the horse. (798-084) 
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SAVING THE GAME. The Story of the Destruction and Attempts at 
Preservation of the Wild Life of East Africa under the Stewardship of Mankind. 
Anthony Cullen and Sydney Downey. Jarrolds, 25s. 1960. 22 cm. 224 pages. 
Illustrations. Map. Index. 

This is an angry book, by a journalist living in Nairobi and a professional hunter 

who has lived in Kenya for thirty-five years. They describe the destruction of wild 

life in East Africa by Africans and Europeans, both by hunting and poaching and by 
the effect of deforestation and devegetation. They also outline the measures taken to 
preserve game but are very critical of official parsimony, inadequate carrying out of 
agreed policies, and such episodes as the abandonment of the Serengeti National 
Park in Tanganyika. The vivid illustrations include scenes of wild life and some 
gruesome pictures of the work of poachers. (799) 


LITERATURE 


PRINCIPLES OF LITERARY CRITICISM. I. A. Richards. Reprint. 
Routledge & Kegan Paul, 9s.6d. 1960. 21-5 cm. 304 pages. Index. Paper covers. 
(Routledge Paperbacks) 

The publication of this book in 1924 marked the beginnings of a new approach to 

literature at Cambridge. The methods and ideas of the ‘new criticism’ have been 

developed and modified in many parts of the world, and it is interesting to be able to 
read again this important study, long out of print, and appreciate the impact it made 
in the twenties. Any assessment must be coloured by subsequent progress, but the 
brilliance of Dr. Richardy’s handling of his case still remains impressive and preserves 
the power of the criteria it establishes. Readers seriously interested in aesthetic 
experience will welcome the reappearance of his profoundly thoughtful discussion. 
(801-9) 

American Literature 

THE BEST OF HENRY MILLER. Edited with an Introduction by 
Lawrence Durrell. Heinemann, 30s. 1960. 21-5 cm. 414 pages. Bibliography. 

The anthology method of presentation does not suit all prose authors equally well. 

In Mr. Miller’s case there are good reasons to adopt it, partly because several of his 

most important books are banned in the English-speaking world, partly because he 

is an author who has more than once ridden a good idea to death and is, on occasion, 
best taken in small doses. This excellently chosen selection draws upon his travel- 
books, short stories, critical essays and biographical portraits. Mr. Miller is a writer 
equipped with remarkable gifts of intuitive apprehension and of rhetorical expression, 
which he has devoted in the main to the rejection of orthodox contemporary 

Western culture. His writings thus all display a similar process at work, that of a 

creative and polemical faculty apparently too strong for critical judgment control. 


(818) 
English Poetry 
THE PENGUIN BOOK OF NEW ZEALAND VERSE. Selected with 
an Introduction and Notes by Allen Curnow. Penguin Books, ss. 1960. 18 
cm. 340 pages. Indexes. Paper covers. (Penguin Poets) 
This anthology ranges from translations of traditional Maori poetry and the 
compositions of the colonists of the early 19th century to the work of the present day. 
The editor explains in his critical introduction that the economic crisis of the early 
1930's did much to emancipate New Zealand writing from external influence and 
hasten its maturity. In particular the landscape poetry of Charles Brasch and the 
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fluent lyrics of Dennis Glover, both of whom began to write during this period, 
suggest the emergence of a truly indigenous poetic style. Among other poets of 
outstanding interest in this collection are Gloria Rawlinson, Kendrick Smithyman 
and Keith Sinclair, the last-named especially for his poem ‘Memorial to a Missionary’, 
which describes the career of an early 19th century Mission priest. (821-08NZ) 


OF PARADISE AND LIGHT. A Study of Vaughan’s Silex Scintillans. 
E. C. Pettet. Cambridge University Press, 25s. 1960. 22-5 cm. 228 pages. Index. 

The imaginative quality of the poetry of Henry Vaughan (1622-95) is sufficient to 
dispel all sense of obscurity in the consciousness of his ‘readers, but a lucid, scholarly 
book such as Mr. Pettet’s will assist them to a fuller comprehension and appreciation. 

Author of a study of Keats, he has the necessary experience to understand poetic 
imagination, but he distinguishes Vaughan’s realm very clearly from that of the 
Romantic poets. The first part of his study describes influences which make for the 
difficulties facing the modern reader, that of the Bible, of George Herbert, and, 
above all, of Hermetic philosophy. In Part II he applies the ideas he has explained to 
four particular poems, beautiful and complex. Finally, there follow some general 
observations on Silex Scintillans as a whole. This is an admirable book, which with its 
sound critical standards will contribute greatly to literary and religious knowledge of 
its subject. (821-4) 


A SONG TO DAVID. Christopher Smart. Edited by J. B. Broadbent. 
Rampant Lions Press (Cambridge): distributed by the Bodley Head, 52s.6d. 600 copies 
only. 1960. 31 cm. 62 pages. Frontispiece by Lynton Lamb. 

“My poor friend Smart’ as Boswell called him wrote one strange ecstatic poem which 

readers of 18th century literature find expressive of the sanity and the madness that 

characterised him. It calls for the art of the typographer as well as of the editor, and 
the beautifully designed edition now published does credit to both. Mr. Broadbent 
provides a sympathetic introduction and notes intelligently combining Smart's 
somewhat obscure terminology with his own more sober interpretations. The poem 
is printed on admirable paper in a type which distinguishes the capitalised or specially 

emphasised words of the original by colouring them in a quiet blue. The text is a 

scholarly conflation of the quartos of 1763 and 176s, slightly modernised where 

necessary in spelling and punctuation. Altogether, a book for the bibliophile who 

reads what he has acquired. (821-6) 


SUMMONED BY BELLS. John Betjeman. Murray, 16s. 1960. 23°5 cm. 
112 pages. Illustrations by Michael Tree. 
This blank verse autobiography, which describes not only Mr. Betyeman’s passage 
from boyhood to manhood but also the growth of a poct’s mind, will doubtless 
provoke comparisons with Wordsworth’s The Prelude. Judged so austerely, it is a 
slight piece of entertainment, a sequence of charming self-revelations which make no 
very exacting demands on the reader. It sketches in affectionate detail his childhood, 
his unathletic and persecuted schooldays at Marlborough and his delighted release 
into the heady air of Oxford. Overshadowing these episodes is the theme of his 
aversion to the family manufacturing business and his decision to disappoint his 
father’s expectations. Mr. Betjeman’s verse derives much of its appeal from his 
ironical affection for the minute, sometimes fussy refinements of middle-class life, 
but the narrative is varied by lyrical interludes in his most brilliant satirical vein. His 
blank verse is undeniably pedestrian: it expresses a variety of moods, but its very 
facility reveals it as easily imitable. (821-91) 
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ON A CALM SHORE. Frances Cornford. Cresset Press, 15s. 1960. 22°5 cm. 
96 pages. Illustrations in colour by Christopher Cornford. 
These are the late Frances Cornford’s last poems, the work of the past six years. 
The regular rhymes and somewhat hypnotic rhythms of her lyrics recall the poetic 
idiom of the Georgians, with whom she is often compared, although she possesses 
a keener tragic sense. This volume consists of short pieces inspired by subjects such 
as the peace of the countryside, the charm of old houses and inherited possessions, 
the transience of love and beauty. A certain cloying of sentiment occasionally mars 
her writing, but at its best she achieves an undeniable elegance and sharpness of form. 
The hand-printed illustrations designed by her son Christopher Cornford admirably 
interpret and enhance the spirit of these poems. (821-91) 


T. S. ELIOT AND THE IDEA OF TRADITION. Séan Lucy. Cohen & 
West, 25s. 1960. 22-5 cm. 236 pages. Bibliography. Index. 
Although Mr. Eliot played a leading part in the Anglo-Saxon poetic revolution 
which was launched in the second and third decades of this century, the power of 
tradition, the use which every generation makes of its cultural inheritance, has always 
dominated his view of literature. Mr. Lucy analyses here the influence of this con- 
ception in Eliot’s poetry, criticism and plays. As a critic, he contends, Eliot’s strength 
lies in his ability to formulate poetic perspective rather than poetic principles, while 
as a poet Mr. Lucy finds his powers of expression masterly but his range of material 
strictly limited. This is a valuable book, careful in its use of language and quotation, 
and original in its appreciation of Mr. Eliot’s work, whether examined in detail or 
as a whole. (821-91) 


THE POETRY OF T. S. ELIOT. D. E. S. Maxwell. Reprint. Routledge & 
Kegan Paul, 7s.6d. 1960. 21-5 cm. 232 pages. Bibliography. Index. Paper covers. 
(Routledge Paperbacks) 

Mr. Maxwell’s study goes beyond the limits of its title and elucidates Mr. Eliot’s 

poetry by examining his work as a whole, including his critical and dramatic writings. 

It is particularly illuminating in its analysis of Mr. Eliot’s skill at unifying in his poetry 

images and experiences which have no obvious connection, or are even sharply 

opposed to one another, and it traces the development of his religious beliefs from the 

Puritanism of his American origins to the Catholic convictions of his maturity. 

First published in 1952, it can still hold its own among the mass of later Eliot studies, 

though its judgment on the plays is perhaps now somewhat dated. (821-91) 


COLLECTED POEMS 1929-1959. James Reeves. Heinemann, 21s. 1960. 
22°§ cm. 192 pages. Frontispiece. Indexes. 
Never a member of a fashionable movement, Mr. Reeves is a poet of genuine if 
unobtrusive gifts and this volume drawn from books of his published over thirty 
years contains plenty of first-class work. The poems are grouped according to subject 
—memories of childhood, poetic inspiration, the human situation, and comic and 
satirical verse. His crisp diction and his command of the short occasional lyric give 
him a special aptitude for satire and epigram and he is also particularly successful 
with the short narrative poem which dramatises some episode from daily life. His 
introduction includes some very illuminating personal observations on the functioning 
of the poet’s art. (821-91) 


THE RATS and Other Poems. Alan Sillitoe. W. H. Allen, 15s. 1960. 22-5 cm. 
112 pages. 
Mr. Sillitoe first established his reputation as a writer of fiction who could present 
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the factory worker or juvenile delinquent in imaginative as well as naturalistic terms. 
This volume reveals him as an unexpectedly versatile poet. The rats of his title are 
described in a long opening poem as carriers not of the plague, but of equally deadly 
political epidemics, such as chauvinism or insularity, and here the verse, though 
awkward in expression, rises at times to a genuine eloquence. The most accomplished 
pieces in the book are the love poems, where the author achieves a more closely 
woven texture and a more impressive command of rhyme, and the poems on 
classical themes which recreate the Mediterranean scene with a keen and sensuous 
vision. (821-91) 


POETS OF THE 1939-1945 WAR. R. N. Currey. Longmans for the 
British Council, 2s.6d. 1960. 21-5 cm. 48 pages. Illustrations. Bibliography. Paper 
covers. (Writers and Their Work) 

In the Second World War the distinction between combatants and civilians, so 

rigidly observed in the first, virtually disappeared. Thus the peculiar quality of 

Service life might be described by those who never sighted the enemy, or the 

experience of bombardment by those who never donned uniform. Mr. Currey 

contends that the most significant poet of the 1914-18 war was Wilfred Owen, and 
that his successors started where he left off. Certainly the three whom he singles out 
as the leading poets of the second conflict, Sidney Keyes, Alun Lewis, and Keith 

Douglas, all endured battle experience, wrote of it, and lost their lives while still 

in their twenties. Besides these he justly praises Roy Campbell and Roy Fuller, but 

it is surprising that F. T. Prince is barely mentioned. His survey covers the ground 
very fully, though space forbids more than a cursory glance at most of the names 

introduced. (821-91) 


English Drama 
SHAKESPEARE’S RIVAL. A Study in Three Parts. Robert Gittings. 
Heinemann, 18s. 1960. 22-5 cm. 148 pages. Illustrations. References. Index. 

Mr. Gittings in his earlier books on Keats has shown considerable ingenuity in 
elaborating new biographical theories from the internal evidence of an author’s work 
and other indirect clues. Here he studies Shakespeare’s early years and his near 
contemporary Gervase Markham, a poct closely associated with the Essex circle. 
Mr. Gittings argues that Markham was a rival for Essex and Southampton’s patronage 
and that Shakespeare alluded to him in the person of Armado in the revised version 
of Love’s Labour’s Lost. The evidence is too scanty to allow of much more than 
plausible conjecture as yet, but he shows plenty of skill in assembling a large mass of 
circumstantial evidence to buttress his theory. (822-33) 


SHAKESPEARE SURVEY, 13. An Annual Survey of Shakespearian 
Study and Production. Edited by Allardyce Nicoll. Cambridge University Press, 
27s.6d. 1960. 25 cm. 190 pages. Illustrations. Map. Bibliography. Index. 

King Lear is the principal theme in this volume. As Shakespeare’s most profound 

and most difficult tragedy, it has always raised problems of interpretation and 

actability. Here some aspects of the substance of the play are discussed in essays on 

Lear’s tragic experience, on the role of Albany, and on types of madness; a truly 

perceptive study of its style and another on Keats’s reading of it convey sensitive 

responses tO its poetic quality; and the matter of stage presentation is treated in an 
historical survey of costume and in personal reflections from a Polish theatre director. 

Other articles include an informative account of marriage-contracts in Measure for 

Measure, important evidence about a 17th-century jester, Tom Skelton, and 
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illustrations of social life in Street Cries. The customary review of the year’s 
performances, this time by John Russell Brown, examines adaptations of Shakespeare 
by poets and directors. (822-33) 


LUNCH HOUR and Other Plays. John Mortimer. Methuen, 5s. 1960. 
18-5 cm. 164 pages. Paper covers. 

Mr. Mortimer has earned a considerable reputation in recent years as a writer of 
short plays. He is especially interested in characters who live a life of fantasy or find 
it difficult to adjust themselves to reality, and each of these four comedies, two 
written for the theatre and two for television, explore this type of situation. Lunch 
Hour describes a couple whose love affair is limited to these hurried minutes, while 
David and Broccoli is written around a lonely small boy who succeeds in terrifying 
his school boxing instructor. Collect Your Hand Baggage is a sophisticated farce about 
a middle-aged Bohemian whose hoax of making a trip by air to Paris recoils on his 
own head, while Call Me a Liar takes for its hero a clerk at a domestic agency, whose 
long-sustained pretence of being a family man earns an unexpectedly happy ending. 

(822-91) 


ROSS. A Dramatic Portrait. Terence Rattigan. Hamish Hamilton, 12s.6d. 
1960. I9 cm. 122 pages. 
The author has already revealed both his narrative powers and his ability to recreate 
a character in his earlier play about Alexander the Great, Adventure Story. The sub- 
title of this dramatic portrait of Lawrence of Arabia might have been ‘the enigma’. 
For although the central portions of the play concern Ross’s large part in the Middle 
East Campaign between 1916 and 1918, it is the character of Ross himself that is the 
main theme. The varying facets of his nature are shown, his attitude to the regular 
Army chiefs, to the Arabs and the Turks, yet he himself escapes analysis. Perhaps 
the answer is, did he ever know himself? (822-91) 


THE TELEVISION PLAYWRIGHT. Ten Plays for B.B.C. Television. 
Selected by Michael Barry. Introduction and Notes by Donald Wilson. 
Michael Joseph, 50s. 1960. 22-5 cm. 490 pages. 

These ten plays produced during the last five years by the B.B.C. have been chosen 

as examples of the art of the television dramatist. Donald Wilson, himself an ex- 

perienced playwright and director, contributes an excellent preface and notes to 
each piece, in which he discusses the potentialities and limitations of the medium. 

All the plays selected are minutely naturalistic in their approach and in most cases 

depict a moment of high drama in the lives of ordinary people. Outstanding among 

them are Leo Lehman’s Thirty Pieces of Silver, which describes a refugee widow’s 
resolve to refuse the compensation offered by the German Government; Willis 

Hall’s Airmail from Cyprus, in which a soldier returned from the island reveals to a 

bereaved family the disillusioning circumstances of their son’s death; and Nigel 

Kneale’s Mrs. Wicken in the Fall, whose subject is the decision of an elderly American 

couple to adopt the unloved child of a French collaborationist. (822-91) 


NEW ENGLISH DRAMATISTS 2. Three Plays introduced by Alan 
Pryce-Jones and edited by Tom Maschler: The Kitchen by Arnold Wesker; A 
Resounding Tinkle by N. F. Simpson; Epitaph for George Dillon by John 
Osborne and Anthony Creighton. Penguin Books, 3s.6d. 1960. 18 cm, 222 pages. 
Paper covers. (Penguin Plays) 

Each of these plays represents prentice work by their authors who have since under- 

taken more ambitious subjects. Mr. Wesker takes the audience behind the scenes in 
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a large restaurant and his kitchen offers a startlingly apt allegory, both comic and 
pathetic, on the values of the world outside. A Resounding Tinkle was the first of the 
plays in which Mr. Simpson depicted the routine of a highly conventional middle- 
class family with an element of pure nonsense always lurking in the background. 
Epitaph for George Dillon is a naturalistic study of the effect on a suburban family of 
a young actor-playwright whom they befriend and who deludes both his hosts and 
himself with his ambitions. (822-91) 


German Literature 

PLAYS. Bertolt Brecht. Vol. I. Methuen, 25s. 1960. 21 cm. 356 pages. 

In this first volume of a series which is to contain Brecht’s chief plays we are given, 
from various hands, new translations of The Life of Galileo and The Caucasian Chalk 
Circle together with revised translations of The Threepenny Opera and The Trial of 
Lucullus. The texts are intended for reading and are not necessarily identical with the 
acting texts. Brecht was a producer as well as a dramatist, and his dramaturgical 
notes, some of which are included in this volume, are of considerable interest to the 
student of the theatre. The general reader, however, may feel that he is being given, 
in the texts, only the producer’s rather sketchy raw material, and Brecht’s notes, 
relating to both theory and practice, will hardly enlighten him as to the reasons for 
the dramatist’s present exalted reputation. (832-91) 


French Literature 


GENTLE ENCHANTER. Thirty-four Poems by Théophile Gautier. 
Translated from the French with an Introduction by Brian Hill. Hart-Davis, 
gs.6d. 1960. 22-5 cm. 80 pages. 

Théophile Gautier founded the ‘art for art’? movement (beauty of form alone matters; 

morality, usefulness, have no place in art). His ambition to become a painter was 

thwarted by defective eyesight, but his gifts of pictorial evocation appear in all his 
work: his verse is always clear-cut and enchantingly painted. The claims of many 
dependants kept him chained to journalism and limited his poetic output. He died 
poor and saddened by the Franco-German War in 1872. Mr. Hill’s skilful translations 
(with the originals on the opposite page) worthily introduce to English-speaking 
readers a poct who deserves to be better known. (841-8) 


Modern Greek Literature 


POEMS. George Seferis. Translated from the Greek by Rex Warner. 
Bodley Head, 15s. 1960. 195 cm. 128 pages. Paper covers. 
George Seferis is the finest living Greek poet. His special achievement has been to 
blend the complexity and sophistication of the Symbolist poets and of Mr. Eliot, 
whom he greatly admires, with the splendours of Greek legend, history, landscape, 
and their potent associations. At present Greek ambassador in London, he has spent 
much of his career in foreign countries and many of his poems are elegiac in their 
mood, the verses of a spiritual traveller evoking a distant memory of Greece in the 
form of a dream, a modernised myth or an episode from the historical past. Mr. 
Warner has made new versions of many of the poems which appeared in The King 
of Asine, originally translated by Lawrence Durrell, Bernard Spencer and Nanos 
Valaoritis in 1948, but some twenty poems are rendered here for the first time. His 
versions are generally more accurate, though less lyrically felicitous than his 
predecessors’: they recreate if not the music at least much of the lucidity and precision 
of the original. (889-1) 
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HISTORY [AND GEOGRAPHY] 


EYE-WITNESS. An Anthology of British Reporting. Selected and edited 
by John Fisher. Cassell, 25s. 1960. 22-5 cm. 300 pages. 
John Fisher, a well-known London diplomatic correspondent, has here collected 
sixty-one examples of eye-witness accounts of notable events published in British 
newspapers. They start with “Napoleon leaves for St. Helena’, include “The World’s 
First Fatal Railway Accident’, ‘First Time through the Suez Canal’, ‘Lenin’s Funeral’, 
‘London’s Last Tram’, and “Everest Conquered’. Though treatment and style vary 
almost as much as the subjects, the articles have one thing in common: they are all 
examples of that first-class reporting which combines acute observation, rigorous 
selection of the significant facts and an intuitive feeling for the apt phrase that conjures 
up the essential atmosphere of the occasion and gives life and vitality to the report. 
(909°8) 
Geography Travel Description Ancient Civilisations 
THE JOURNAL OF CHRISTOPHER COLUMBUS. Edited by 
L. A. Vigneras with an appendix by R. A. Skelton. Blond; Orion Press, 45s. 1960. 
25 cm. 250 pages. Illustrations (some in colour). Maps. Bibliography. 
Though Columbus is one of the best known figures in the history of discovery, first- 
hand material on him is hard to find; there is no completely authenticated portrait, 
and his Journal has been preserved in edited and amended forms. This new edition of 
it is based on the translation by Cecil Jane but this has been revised and annotated by 
L. A. Vigneras, a specialist in early Spanish and Portuguese voyages. A letter of 
Columbus is appended and a chapter by R. A. Skelton on the cartography of 
Columbus’s first voyage gives an authoritative survey of this important aspect of the 
subject. There are numerous illustrations and maps, many in colour, to make this a 
beautiful piece of book production as well as a scholarly contribution to the literature 
of discovery. (910-4) 


GEOGRAPHY IN AND OUT OF SCHOOL. Suggestions for the 
Teaching of Geography in Secondary Schools. E. W. H. Briault and D. W. Shave. 
Harrap, 9s.6d. 1960. 20°5 cm. 200 pages. Illustrations. Maps. Diagrams. 
Bibliography. Index. 

The Deputy Education Officer of the London County Council and a member of the 

staff of Bishop Otter Training College, Chichester, intend their book for all teachers 

of geography in secondary schools, but have especially in mind the needs of average 
pupils and those not taking public examinations. They emphasise throughout the 
desirability in teaching of leading from the particular to the general, of ample 
illustration, and of ficld work by the class; they also remind teachers of the great 
contemporary significance of geography and warn them against passing on out-of-date 
information. (910-712) 


THE WORLD IN PICTURES. Text translated from the German. 
Odhams Press, 30s. 1960. 27°5 cm. 192 pages. 261 illustrations (47 in colour). 
This pictorial tour of the globe, a German production, must rank among the best 
books of the kind to be published in recent years. The photographs have been 
assembled from sixty-eight different sources, and the technical excellence of their 
reproduction is quite remarkable, except that in a few of the full-page colour plates 
the blues and reds are too vivid. The letterpress is factual and informative, and a 
word of praise is due to the unnamed translator. An index would have been useful. 
(910-84) 
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DISCOVERY AND EXPLORATION. An Atlas-History of Man’s 
Journeys into the Unknown. Frank Debenham. Hamlyn, 42s. 1960. 28-5 cm. 
272 pages. Illustrations (some in colour). Endpaper maps. Bibliography. Index. 

This remarkable and lavishly produced volume describes man’s exploration of the 

world from the earliest times to the present era, when he is contemplating travel in 

space. The narrative by Professor Debenham, noted both as an explorer and as a 

geographer, is illustrated by contemporary drawings and portraits, many in colour, 

and in particular by an extensive series of coloured maps. The five largest of these 
indicate the extent of the exploration of the world at particular dates; smaller maps 
of special areas show the extent of voyages and travels by sea and land and, as an 
appendix, there are notes on ‘Famous Explorers and their Routes’, many of the 
entries being illustrated by maps. This book should rouse wide interest amongst 
general readers, but its cartographical richness makes it also a useful work of reference 
for the specialist. (910-9) 


DIGGING FOR HISTORY. A Survey of Recent World Archacological 
Discoveries, 1945-1959. Edward Bacon. Black, sos. 1960. 25°5 cm. 328 pages. 
Photographs and reconstruction drawings by Alan Sorrell. Index. 

The Illustrated London News has a deservedly great reputation for its coverage of 

current archacological discoveries in illustrated features week by week. In this book 

Mr. Bacon, who has dealt with the publishing of these for many years, brings together 

accounts of the most important discoveries from all parts of the world covered by 

his magazine since the end of the last war. He has done this exacting job competently 
and with evident enthusiasm, and the result is a fascinating lucky dip for the general 
reader. Its main appeal will be to non-specialists, but it will probably also be useful 
to students as a handy book for quick reference where first-hand accounts are not 
immediately accessible. (913) 


WONDERS OF ANTIQUITY. Leonard Cottrell. Longmans, 21s. 1960. 
225 cm. 162 pages. Illustrations. Index. 
Mr. Cottrell, a popular writer and broadcaster on archaeological subjects, writes in 
this book of the original Seven Wonders of the World. Only one of these (the 
Great Pyramid) survives today, but he tells us what is known of the others from the 
writers of antiquity and the findings of archaeologists. He goes on to describe seven 
other “Wonders’, surviving monuments of antiquity which have particularly moved 
him—the Valley of the Kings and the Theban Necropolis, the ruins of Palmyra, the 
Palace of Knossos, the Mosque Dome of the Rock, the Shrine of Apollo at Delphi 
and a Crusader’s Castle, Krak of the Knights, in the Lebanon. (913) 


GOODBYE PICCADILLY. W. Macqueen-Pope. Michael Joseph, 25s. 
1960. 22-5 cm. 344 pages. Illustrations. Map. Index. 
This, the last book by the late W. Macqueen-Pope, historian of the Drury Lane, the 
St. James’s and the London theatre in general, may be regarded as a kind of sequel 
to his nostalgic Twenty Shillings in the Pound. He tells the story of Piccadilly and its 
adjacent parks from the days when it was a rustic lane along which noblemen 
established themselves in large country houses, through its time of commercial 
growth when Fortnum and Mason, the provision-stores and Hatchards the book- 
sellers started to serve their aristocratic clientele, up to the present era. Intermingled 
with local history are many personal memories of Victorian noblemen and servants, 
Edwardian actors and actresses, horse-buses and the first cinema show, called the 
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Bioscope; a rich harvest of first-hand impressions of a vanishing and almost legendary 
West End of London. (914°213) 


THE ROAD TO ANDORRA. Shirley Deane. Murray, 18s. 1960. 22-5 cm. 
192 pages. Illustrations by Malcolm Horsley. 
Mrs. Deane is an Australian who has lived for some time in the Mediterranean 
countries and has written on Spain and Italy. Her latest book, which tells of the 
adventures of herself and her family in Andorra and Ibiza, effectively contrasts the 
different ways of life in both places. Andorra is comparatively little known, so that 
armchair travellers will find this book enlightening, especially since the writer has 
some acute observations to make, particularly upon the psychology and customs of 
the women in these communities. At the same time the book is amusingly written 
and very entertaining. (914-679) 


YUGOSLAVIA. Photographs by Hanns Reich and others. Captions by 
Alois Schmaus. Historical notes by Alois Schmaus and Oton Grosdié. Translated 
from the German. Introduction by Lord St. Oswald. Cassell, 30s. 1960. 28-5 cm. 
12 pages of text. 95 plates (4 in colour). Map. (Terra Magica Books) 

This collection of full-page photographs of highly photogenic people, scenery, and 

buildings is a joint German and Swiss production. The monochrome printing is 

beyond cavil, but only one of the four colour plates is really satisfactory. The German 
publisher, Hanns Reich, took many of the photographs himself. The captions are 
segregated in a pull-out section at the end of the volume—not a very practical 

arrangement. (914-97) 


CHAVANTE. An Expedition to the Tribes of the Mato Grosso. Rolf 
Blomberg. Translated from the Swedish by Reginald Spink. Allen & Unwin, 30s. 
1960. 245 cm. 120 pages. Illustrations (some in colour). Maps. 

This is an account of a filming expedition to Brazil, led by an experienced explorer 

of the South American hinterland. Altogether the party travelled over 12,000 miles 

and filmed many scenes in the Amazon delta and on the northern littoral. Their most 
outstanding achievement was to visit, with permission, the Mato Grosso and to take 
films of the Chavantes, the last of the primitive tribes to be pacified, their dances 
and realistic war games. The author writes entertainingly for the general reader, but 
the text is inevitably overlaid by the quite remarkable colour photographs. 
(918-17) 

Biography 

CONVERSATION WITH MAX. S. N. Behrman. Hamish Hamilton, 253. 
1960. 22-5 cm. 272 pages. Illustrations. Index. 

The late Sir Max Beerbohm—‘the incomparable Max’ as Bernard Shaw described 

him—was a great wit, a brilliant dramatic critic and essayist, and the cartoonist of 

his day. A young half-brother of the great actor, Beerbohm Tree, even as an under- 
graduate Max knew intimately all the great figures in the literary, dramatic and art 
world of the eighteen-nineties. He survived most of his contemporaries and retained 
his incisive and at times slightly malicious wit, his powers of observation and his 
unique memories. In his delightful Villino Chiaro situated above the Bay of Rapallo, 
stage-managed by the benign Miss Jungman—later to be Lady Beerbohm the 
second—Max is in his clement chatting away to Mr. Behrman about people and 
happenings of his day. The reader, too, will be in his element ‘eaves-dropping’ upon 
these reminiscences. (92) 
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TRUMPETS FROM THE STEEP. Diana Cooper. Hart-Davis, 25s. 
1960. 22°5 cm. 254 pages. Illustrations. Index. 
This third and final instalment of Lady Diana Cooper’s memoirs begins with the 
outbreak of hostilities in 1939 and covers her varied career during the war years: 
from weathering the ‘blitz’ at the Dorchester Hotel in London, and an ‘hilariously 
happy’ interlude farming in Sussex, to experiences in Algeria after Duff Cooper was 
appointed Ambassador to the French forces there. The author quotes liberally from 
diaries and letters, which vividly recall the fluctuating hopes and fears, presentiments 
and sorrows of those years. A number of famous people move in and out of her 
pages, but the chief pleasure in this volume, as in its predecessors, is the piquantly 
unconventional personality of the raconteuse, her engaging candour and allusive, 
lively wit. (92) 


SHADOWS ON THE GRASS. Isak Dinesen. Michael Joseph, 10s.6d. 1960. 
22°§ cm. 106 pages. Illustrations. 
Isak Dinesen (the Baroness Karen Blixen) is noted as a writer of short stories and the 
author of Out of Africa (1937). This new book is a very personal pendant to the latter. 
It consists of four chapters recalling people and events of her life in Kenya, the last 
of them touching on events since Out of Africa was published and the contacts the 
author has maintained with her old servants. The recollections are interspersed with 
reflections on religious, philosophical and literary subjects and the sensitive writing is 
enhanced by reproductions of three paintings (by the author) of Africans mentioned 
in her books. (92) 


EUSEBIUS OF CAESAREA. D. S. Wallace-Hadrill. Mowbray, 35s. 1960. 
22 cm. 224 pages. Bibliography. Indexes. 
In this volume by the Vicar of Eston, Middlesbrough, England, a biography of 
Eusebius, ‘the father of Church history’, revealing detailed knowledge of the historical 
background, is followed by an examination of different aspects of his work in the 
light of the assessments of modern scholarship. Among the issues discussed are his 
biblical writings, his conception of the person and work of Christ, with special 
reference to the Arian controversy, the ‘Chronicle’ and the ‘Ecclesiastical History’. 
The bibliography and footnotes as well as the text indicate the wealth of patient 
research behind this work. (92) 


JACK HOBBS. A Portrait of an Artist as a Great Batsman. Ronald Mason. 
Hollis & Carter, 16s. 1960. 22°5 cm. 224 pages. Illustrations. Index. 
To write the life of probably the greatest professional cricketer ever, who has taken 
no notable part in other activities nor even become involved in the controversies 
of the game, is a difficult enough task. With Sir Jack Hobbs happily still alive it 
becomes herculean. The author has rightly avoided excursions into Sir Jack’s private 
life and an overdose of statistics. It is a token of his success that a great character, as 
well as a great cricketer, emerges. An admirable index makes reference easy to other 
cricketers of his time. The illustrations are well chosen. (92) 


MEMORIES OF A DOCTOR IN WAR AND PEACE. Isabel Hutton. 
Heinemann, 25s. 1960. 22 cm. 356 pages. Frontispiece. Index. 

A talented woman of diverse interests, the author has written engagingly of her life 

from the time of her decision, as a schoolgirl, to qualify in medicine. She specialised 

in mental diseases until, in the First World War, she joined the Scottish Women’s 

Hospitals organisation, serving in France, Salonika and Serbia. After her marriage to 
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Major Tom Hutton she continued her career, a difficult task for a married woman 
at that time and, apart from private practice in psychiatry and consultant posts in 
hospitals, published The Hygiene of Marriage, a pioneer work on a subject hitherto 
taboo. In 1938 she went to India, where her husband was Chief of the General Staff, 
and there she ran clinics for coolies and later became Director of the Indian Red 
Cross Welfare Service. The book will be of interest to the general reader as well as 
to medical men. (92) 


LUGARD: THE YEARS OF AUTHORITY 1898-1945. The Second 
Part of the Life of Frederick Dealtry Lugard, later Lord Lugard of Abinger. 
Margery Perham. Collins, 50s. 1960. 23 cm. 768 pages. Illustrations. Maps. 
References. Index. 

This is the second and final volume of Miss Perham’s life of Lugard. It rises to a 

level much above the first, which was far from pedestrian. But this is not only 

important history, it is fine literature, establishing its author as one of the greatest 
of women historians. Combining scholarly research and detachment, her own close 
friendship with Lugard, and her experience of colonial administration, the book is 
one which will become a classic of historical literature. The themes are vast ones: 
the creation of Nigeria as a political unit; indirect rule as a ‘native’ policy; China 
during Imperial decay and republican rebirth; the growth of nationalism in West 

Africa; the emergence of liberal British colonial policies in the nineteen-thirties and 

forties, to mention but a few. Yet these are treated with an intimacy and delicacy 

worthy of Jane Austen. (92) 


THE MACKENZIE KING RECORD. Vol. IL. 1939-10944. J. W. 
Pickersgill. University of Toronto Press (Toronto, Canada), $11.50. 1960. 23-5 cm. 
724 pages. Illustrations. Index. 

Mr. Pickersgill points out in his preface to this first of a two-volume condensation 

of William Lyon Mackenzie King’s diary that his purpose is to present Mr. King’s 

public life rather than his private life, the history of his times, or the views of his 
contemporaries. Within this limited framework one is led through an engrossing 
account of what must have been the most productive years in the life of the austere, 
rather unattractive little man who remains one of the most controversial and 
enigmatic figures in Canadian history. His most important considerations during 
this period were his role of interpreter of Britain and the United States to each other, 
his struggle to keep Canada united by avoiding conscription, and, since he considered 
Parliamentary Opposition of prime importance, his fight against National Govern- 
ment. An invaluable account of Mr. King’s accomplishments. (92) 


JOHN MILLAR OF GLASGOW 1735-1801: His Life and Thought and 
his Contributions to Sociological Analysis. William C. Lehmann. Cambridge 
University Press, 60s. 1960. 23-5 cm. 446 pages. Bibliography. Index (University of 
Glasgow Social and Economic Studies, IV) 

John Millar, Crown Professor of Civil Law in Glasgow University for forty years, 

was one of the most distinguished—and has been one of the most neglected—of 





that remarkable generation which, with Hutcheson, Reid, Smith and Stewart at its 
head, gave Scotland the intellectual leadership of the world in the later 18th century. 
Millar's particular interests were the socio-economic bases of laws, morals and 
institutions, on which he wrote with remarkable acuteness and liberality. Modern 
sociologists revere him rather as economists do Smith, and it is not surprising that 
his fame should now be reaffirmed by an American sociologist. Selections from 
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Millar’s writings and a full version of his Origin of the Distinction of Ranks fill over 
half the book; Dr. Lehmann’s interesting but long-winded introductions to Millar’s 
life and thought fill the rest. (92) 


NIJINSKY. A Biography. Francoise Reiss. Translated from the French by 
Helen and Stephen Haskell, Black, 30s. 1960. 23-5 cm. 208 pages. Illustrations. 
Index. 

This is a very competent life of the great dancer, Vaslav Nijinsky (1890-1950), 

drawing with unbiased judgment on all the well-known and several new sources, 

all named. It balances well portraits of the man off stage and on, both as executant 
and as a creative force in the art of ballet. Particularly good is the arrangement of 
many contemporary quotations designed to preserve something of the impression 

made by his dancing and his ballets. (92) 


MEMOIRS OF A RENAISSANCE POPE. The Commentaries of Pius II. 
An Abridgment. Translated from the Latin by Florence C. Gragg. Edited with 
an Introduction by Leona C. Gabel. Allen & Unwin, 30s. 1960. 22-5 cm. 382 pages. 
Illustrations. Maps. Index. 

Aeneas Silvius Piccolomini, born in 1405, poct, traveller over most of Europe 

(including Scotland), diplomat, Secretary to the Emperor Frederick III, and finally 

in 1458 elected Pope as Pius II, wrote these commentaries during his Papacy. They 

combine diary, autobiography, shrewd and uninhibited comments on men and 
affairs, a unique account of a Papal election, and superb descriptions of the cities he 
visited and of the Italian countryside. Abridgment is severe but skilful. Introduction 
and notes are short and helpful. And, though some passages must remain obscure to 
the non-specialist, the book nevertheless has great interest and attraction for the 
general reader. It is beautifully produced and the illustrations are well chosen. 
(92) 

OSCAR WILDE. A Pictorial Biography. Vyvyan Holland. Thames & Hudson, 
21s. 1960. 24 cm. 144 pages. Illustrations. Index. 

Oscar Wilde’s son is the author of this short biography, which is enhanced by an 

exceptionally well-chosen set of illustrations. These include portraits of Wilde and 

his family, personal friends, artists and writers, actors and actresses, counsel involved 
in his trial, cartoons and book designs, and scenes in Wilde’s eventful life drawn 
from England, the United States, France and Italy. While conceding that Wilde 
was less than frank with his counsel, who would otherwise have dissuaded him from 
embarking on the fatal lawsuit against the Marquess of Queensberry, Mr. Holland 
offers a strongly sympathetic account of Wilde’s early struggles as a writer, his 
brilliant success and his catastrophic downfall. (92) 


SHIELD AND CREST. An Account of the Art and Science of Heraldry. 
Julian Franklyn. MacGibbon & Kee, 65s. 1960. 22-5 cm. $10 pages. Illustrations 
(including 16 plates in colour) by Norman Manwaring. Indexes. 

The first new comprehensive heraldic textbook to appear in this country for many 

years is by the lecturer in heraldry at the City Literary Institute, London. He has not 

only carried out successfully this formidable assignment but includes, as a bonus, 
some notes on American, Islamic and Japanese heraldry and an analysis of the arms 
of British sovereigns and their consorts. About 440 clearly drawn shields accompany 
the text, each numbered with reference to a blazon at the end. The heraldic tyro, 
however, is likely to be confused and discouraged by the absence, from the sections 
which describe these figures, of drawings in isolation of the ordinarics, subordinaries 
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and common charges. He is expected to look each one up in the analytical ordinary 
and index and then to hunt, by way of the blazon, for a shield bearing the particular 
figure since reference is to the number of an illustration and not to the page on 
which it appears. This fault should certainly be rectified in a new edition. Meanwhile 
the novice is advised to use this book in conjunction with the figures printed in 
Boutell’s ‘Heraldry’ and to regard it as supplementary to that work. (929-6) 


Ancient Greece 
THE LYRIC AGE OF GREECE. Andrew Robert Burn. Edward Arnold, 42s. 
1960. 22-5 cm. 438 pages. Maps. References. Index. 

The author is the Head of the Department of Ancient History in the University of 
Glasgow. In this work he describes and discusses the centuries of Greek territorial 
and intellectual expansion that intervened between the supposed age of Homer and 
the emergence of what is known as the Classical period. While it was the golden 
age of lyric poetry, it was also a great age of colonisation and witnessed important 
religious changes and the birth and quick development of philosophical speculation. 
All this, and the curious picture of Spartan retrogression, is presented with both 
learning and imaginative sympathy in a book that will attract readers interested in 
ancient history and literature. It is suitably documented and indexed. —_ (938-02) 


Europe 
THE AGE OF REASON (1700-1789). Harold Nicolson. Constable, 45s. 
1960. 24 cm. 446 pages. Illustrations. Bibliography. Index. 

In a disarming prefatory note Sir Harold Nicolson explains why his pages contain 
no footnotes. This was hardly necessary. His many admirers would be disappointed 
if he had given them a pedantic reference book. What they expect from him is a 
work of art, in gracious style, with sparkling wit, reflecting his urbane culture: and 
here they have it in full measure. These character sketches of some of the leading 
figures in various spheres of European society during the 18th century illustrate 
many aspects and problems in the life and thought of the period, and bring out the 
main features of the “Age of Reason’. This is an admirable introduction to the 
literature of a remarkable period in European history. (940-25) 


THE BATTLE OF THE NILE. Oliver Warner. Batsford, 21s. 1960. 23 cm. 
184 pages. Illustrations. Plan. Index. (British Battles) 
This book by Mr. Warner is a worthy addition to the series and is his second 
contribution to it. The story, based on expert research and selection, is comprehensive 
and admirably planned. It runs from a survey of events leading up to the battle, 
through the factual incidents of the action and on to the conditions that arose from it. 
There were several salient features of Nelson’s victory at the Nile in 1798 and these 
are clearly exposed. It raised him to the peak of sea commanders, introduced and 
proved the efficacy of decentralised command within the overall plan, and finally 
reversed the trend of Napoleonic power. Some of the contemporary records are 
reproduced for the first time and the illustrations are numerous and varied. 
(940-27) 
Scotland 
THE FIRST NATION IN EUROPE. A Portrait of Scotland and the 
Scots. David Murray. Pall Mall Press, 15s. 1960. 22°5 cm. 144 pages. Index. 
The challenging title of this book is in keeping with its tone. David Murray is an 
author and journalist who enjoys provoking argument, and in this he succeeds 


148 





admirably. The book sets out to describe the resistant qualities of ‘Scottishness’, its 
people, religion, industry, politics and institutions. The result, though intensely 
biased, is remarkably successful, and the book is written clearly and with humour. 
The lack of a bibliography is unfortunate, as serious students will wish to follow 
up some of the author’s theories and statements by further reading. (941) 


Britain 
THE OTHER ARMADA. The Franco-Spanish Attempt to Invade Britain 
in 1779. A. Temple Patterson. Manchester University Press (Manchester), 30s. 1960. 
22°§ cm. 258 pages. Frontispiece. Maps. Bibliography. Index. 
In preparing for war, a nation rarely counts on having to fight alone, and throughout 
her history England has welcomed the collaboration of allies on land and sea. In 
1779, after Spain entered the War of the American Revolution, she found herself 
bereft of allies, occupied with three powerful enemies in different parts of the globe, 
and threatened with loss of command of the English Channel. In mid-August when 
the combined French and Spanish fleet appeared off Plymouth, Britain faced the 
prospect of actual invasion. But the enemy fleet was swept away, not by the ‘winds 
of God’ that had helped to cripple the First Armada in 1588, but by pestilence; from 
the hundred vessels that got back to Brest in September—over eight thousand sick 
were disembarked. Mr. Patterson has scrupulously searched the archives of France 
and England to provide this scholarly account of an untidy campaign and its back- 


ground. (942-073) 


THE CONDITION OF ENGLAND. C. F. G. Masterman. Edited with an 
Introduction and Notes by J. T. Boulton. New edition. Methuen, 9s.6d. 1960. 
19 cm. 282 pages. Bibliography. Index. 

Masterman’s survey, first published in 1909, has a two-fold interest today: it is a 

vivid and authoritative description of all classes of the community half a century 

ago; it also shows what, to a knowledgeable and progressive Liberal, were the 

threats to national well-being. Except for the wider distribution of wealth and the 
disappearance of certain forms of exploitation, England seems to have changed 
surprisingly little in the course of fifty years. Masterman’s almost obsessive fear of 
riches concentrated in a few irresponsible hands has developed in our day, perhaps, 
into an indictment of the ‘Affluent Society’ as a whole, and disillusion with material 
progress was widespread then as now. Masterman, who died in 1927, held office in 
various Libera] governments, and had experience of practical social work; his book 
is graced by humour and by a compassionate understanding of his fellow-men. 
(942-082) 


THE BALDWIN AGE. Edited by John Raymond. Eyre & Spottiswoode, 25s. 
1960. 22-5 cm. 248 pages. 
A light-hearted essay by the Editor introduces a baker’s dozen of others—Baldwin 
and the Right (Robert Blake); Confusion on the Left (A. J. P. Taylor); A Few Lost 
Causes (Michael Wharton); The League of Nations (Philip Noél-Baker); Lessons in 
Economics (Harold Wincott); Unrest (Gerard Fay); The Churches (Anthony 
Howard); Challenge by the Press Lords (Francis Williams); Literature (Pamela 
Hansford Johnson); Theatre, Music and Ballet (Philip Hope-Wallace); Art (Nevile 
Wallis); Mass Entertainment (Walter Allen); Rutherford and the Cavendish (C. P. 
Snow). These may not be history, but they are a vivid adjunct to history and evoke 
regrets that we lack equally well-distributed sidelights on our pictures of other ages. 


(942-083) 
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THE SAVOY: Manor, Hospital, Chapel. Robert Somerville. The Chancellor 
and the Council of the Duchy oj Lancaster (Lancaster Place, London, W.C.2), 35s. 
1960. 21°5 cm. 292 pages. Illustrations. Plans. Bibliography. Index. 

The name ‘Savoy’, now chiefly associated with a famous London hotel, in the Strand, 

and with the nearby chapel of the Royal Victorian Order, was derived from Peter 

of Savoy who received this manor lying between the Strand and the Thames from 

Henry III, the husband of his niece. From him it passed to the House of Lancaster 

and became the site of their palace and the headquarters of the great Duchy Palatine. 

When it was in the possession of John of Gaunt the buildings were burned down by 

by Wat Tyler’s followers and, in all probability, totally destroyed. On his death, 

Henry VII left money for the endowment of a hospital in the Savoy for 100 poor 

people and this function was performed for close on a century. During the 17th and 

18th centuries the manor housed both French Huguenot and German Lutheran 
congregations. This authoritative and well-documented history is by a former 

Bailiff of the Savoy Liberty and Manor. (942-13) 


Italy 
DAILY LIFE IN FLORENCE in the time of the Medici. J. Lucas-Dubreton. 
Translated from the French by A. Lytton Sells. Allen & Unwin, 30s. 1960. 
22-5 cm. 324 pages. Illustrations. Index. (Daily Life Series) 
In this distinguished French author’s new work on Florence under the Medici 
(concentrating on the period from the late fourteenth century to about 1530, with 
briefer glimpses of later times until the final and ignominious extinction of the 
family in 1737) we are given a fascinating picture of the complicated scene, political 
and social, of a Florence across which strode the amazing figures of Cosimo the 
First and Lorenzo the Magnificent; Poggio, Filelfo, Poliziano, Pico della Mirandola 
in literature; Masaccio, Filippo Lippi, Fra Angelico and Botticelli in painting; 
Verrocchio and Donatello in sculpture; Ghiberti and Brunelleschi in architecture. 
There is also a chapter on the Florentine attitude to women. The book will not tell 
the professional Italian scholar anything new, but will be of absorbing interest to the 
general reader. Professor Lytton Sells, himself well known for his studies of Italian 
poetry, has added to his very readable translation a gencrous sprinkling of explanatory 
footnotes. (945°51) 


Russia 
THE POTEMKIN MUTINY. Richard Hough. Hamish Hamilton, 18s. 
1960. 22°5 cm. 176 pages. Illustrations. Map. 

In 1905 the recurring spirit of revolution, fanned by the disastrous war against 
Japan, was smouldering throughout Russia. It blazed into activity on board the 
battleship Potemkin of the Black Sea fleet when the crew’s meat ration was bad, and 
a hasty shot led to the slaughter of nearly all the officers. Drunk with revolutionary 
zeal and spurred on by Matushenko, a political agitator, the mutineers regarded 
themselves as leaders of a new national freedom. The revolt spread ashore and was 
crushed only after thousands of demonstrators had been massacred on the now 
enshrined Richelicu Steps in Odessa. Fleeing to Roumania for sanctuary, the 
Potemkin was scuttled, and her brief and hectic career is the foundation of a fantastic 
story, ably and thrillingly told. (947°08) 


THE SABRES OF PARADISE. Lesley Blanch. Murray, 30s. 1960. 
22°5 cm. 508 pages. Illustrations. Bibliography. Index. 
It was evident that Lesley Blanch was in love with the splendours and miseries of 
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the Near East when she wrote The Wilder Shores of Love in 1954. Now she gives her 
fancy its head in a splendid account of the Murid Wars in which Shamyl, Imam of 
Daghestan, opposed the advance of Russia into the Caucasus. This epic struggle 
began in 1830 and lasted, with no holds barred, for some thirty years. Lesley Blanch 
achieves an almost Tolstoyan sweep of narrative without losing the thread of her 
complicated story. Nevertheless, the book would have been the better for some 
editing: the many digressions distract the reader from the main theme. The author 
has travelled widely in the countries she describes, and the value of the book is 
enhanced by acknowledgments to the descendants of Shamy] and of others on both 
sides who have shared their records and reminiscences with her. (947°9) 


Asia 
SOUTH ASIAN AFFAIRS, No. 1. Edited by Raghavan Iyer. Chatto & 
Windus, 18s. 1960. 22-5 cm. 156 pages. (St. Antony's Papers, No. 8) 
In this eighth volume of papers from St. Antony’s College, Oxford, Guy Wint 
accounts for the failure of Pakistan democracy, General Ayub’s coup, achievements 
and search for new political institutions; Nimalasiri Silva outlines the problem of 
Indian immigration to Ceylon; Kyril Tidmarsh reviews changing Soviet attitudes 
to Gandhi from lukewarm approval, via Stalin’s denunciation of the bourgeoise 
deviationist and British stooge to the current diplomatic acceptance of his role as 
organiser of the masses and opponent of caste, and Hari Kishore Singh analyses the 
origins, theories, personalities and aims of the Congress Socialist Party. Raghavan 
Iyer’s longer essay wittily traces the interweaving of Burkean trusteeship, 
Utilitarianism, Evangelical zeal and Platonic guardianship in the ideas and acts of 
the British rulers of India, as also Indian reactions to, and adaptation of, such ideas. 
He provides a mine of quotations—and starting points for much reflection. 
(950-05) 
The Sudan 
THE WHITE NILE. Alan Moorehead. Hamish Hamilton, 25s. 1960. 21°5 cm. 
396 pages. Illustrations. Maps. Bibliography. Index. 
This is a splendid book, beginning with the age-long search for the source of the 
White Nile, and then telling the story of the river from the mid-18th century to the 
reconquest of the Sudan in 1899. A short Epilogue rounds the story off, and there 
is an impressive bibliography and an excellent index. Perhaps the author under- 
estimates Baker and overvalues Gordon. Some, too, may feel that there is too much 
hindsight in his criticism of the methods of European explorers and soldiers. But 
these are minor matters. The author’s good fortune is that most of these men wrote 
as well as they wrought: his readers’ good fortune is that he writes as well as the best 
of them. (962-4) 


FICTION 

General 

NO LONGER AT EASE. Chinua Achebe. Heinemann, 13s.6d. 1960. 19 cm. 

170 pages. 

Mr. Achebe is a young Nigerian novelist and this, his second novel, deals, like the 
first, with that conflict of values which arises when European and African societies 
shock each other. Obi Okonkwo returns to a respected Government job in Lagos 
after graduating from a British university, determined both to live up to the 
expectations of his family and friends and to apply rigorous standards of probity to 
his work. The plot concerns his failure to do either. He mortally offends his parents, 
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he loses the love of his fiancée, and he contravenes those standards of public morality 
he has determined to maintain. Mr. Achebe is clearly a novelist of very great promise. 
His control of a narrative is just, and his sympathetic insight into taxing human 
dilemmas remarkable. 


THE FRONT DOOR KEY. John Brophy. Heinemann, 15s. 1960. 19 cm. 
224 pages. 

A cleverly constructed novel whose interest is centred in an Italian Old Master and its 
owner. Eleanor Kent is the widow of an amateur collector who has bequeathed her a 
supposed Tintoretto worth a fortune. Her decision whether or not to sell the painting 
involves her with two art experts, a fussy elderly friend convinced of its authenticity 
and a younger critic hot on the scent of a far less distinguished attribution, with whom, 
however, she falls in love. In such a story the interest of the characters takes second 
place, but Mr. Brophy has employed his knowledge of the world of critics and dealers 
to unfold an intensely absorbing plot and he succeeds in maintaining suspense to the 
very end. 


THE FLAT IN PARIS. Edith de Born. Chapman & Hall, 15s. 1960. 19 cm. 
224 pages. 

This perceptive and highly civilised novel describes the experiences of a young girl, 
daughter of an architect in Aix, who comes from Provence to study in Paris. Living 
in her uncle’s flat, Beatrice watches the tangle of her relatives’ lives (the unloved, 
socialite aunt, the uncle lavishing all his love on a coldly unresponsive daughter); 
becomes infatuated with an older man, who infects her with his spiritual malaise, but 
later finds her real love. This is a wise and compassionate study of the relationship 
between parents and children, pervaded by that special awareness of its time which is 
a characteristic of all this author’s work. 


A NEW YEAR’S TALE. Vladimir Dudintsev. Translated from the Russian 
by Max Hayward. Hutchinson, 8s.6d. 1960. 20-5 cm. 48 pages. Illustrations by 
William McLaren. 

This long short-story by the author of the controversial Not by Bread Alone is a modern 
fairy tale, an allegory concerning man’s use of his span of life. A state research scientist, 
working on the harnessing of sunlight for industrial purposes, learns that he has con- 
tracted a disease which will kill him in a year’s time. The point of the allegory is the 
transformation of his attitude to science, to love, and to his fellows which the certainty 
of his fate brings about. The material circumstances of the tale and the symbols upon 
which the plot depends are sketched with a certain naiveté, but the story is of con- 
siderable interest as a commentary, partly allegorical, partly satirical, upon the mental 
climate and the spiritual values of contemporary Russian life. 


THE LITTLE HORSES OF TARQUINIA. Marguerite Duras. Translated 
from the French by Peter DuBerg. Calder, 18s. 1960. 20-5 cm. 214 pages. 
Marguerite Duras’ unconventional approach to fiction, which she so ably demon- 
strated in The Square, is further developed here to capture in its entirety a brief period 
in her characters’ lives and to set it down as a complete miniature portrait of human 
existence. A newcomer with a boat arrives at a Mediterranean resort where a group 
of friends are on holiday, and distracts their attention from an accident up in the hills 
in which a young man was killed. It is too hot to eat or sleep; the old parents of the 
dead man mourn in the hills while down below the visitors bathe, drink, and make 
love. They quarrel and become reconciled, and they make plans to visit the Etruscan 
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frescoes of ‘little horses’ in Tarquinia. But for the span of the book they are rooted to 
the spot and no more able to escape the daily round than the young man his coffin. An 


exceptionally impressive novel. 


THE BODLEY HEAD SCOTT FITZGERALD. Volume 3. This Side 
of Paradise, The Rich Boy, The Curious Case of Benjamin Button, The Cut-Glass 
Bowl and Other Short Stories. Bodley Head, 20s. 1960. 19-5 cm. 442 pages. 

This third volume of selections from one of America’s most considerable novelists of 

the inter-war years consists mainly of Fitzgerald’s early fictiou. The principal item is 

This Side of Paradise, his first novel written in his early twenties, which brought the 

fabulous success and easy money that were ultimately to undermine his career. It is a 

gay, now somewhat dated book, which describes a young man’s sentimental education 

in the era of frenzied pleasure-seeking which immediately followed the Great War. 

Besides this there are six of Fitzgerald’s stories, of which the outstanding piece is The 

Rich Boy, the tale of a young and attractive bachelor’s failure to win the wife for whom 

he seems ideally matched: this is one of Fitzgerald’s most impressive demonstrations 

of his insight into the psychology and values of the moneyed classes in America. 


LADY CHATTERLEY’S LOVER. D. H. Lawrence. Penguin Books, 3s.6d. 
1960. 18 cm. 318 pages. Paper covers. 

Lawrence’s last full-length novel is now published for the first time in Britain in its 
final and unexpurgated version. It is a passionate, deliberately outspoken protestation 
of the virtues and enjoyment of physical love, a kind of sexualised allegory on the 
theme of the Sleeping Beauty. Sir Clifford Chatterley is a young Midland coalmining 
and land-owning magnate, whose wounds from the First World War have rendered 
him impotent. Faced with this total suspension of their marital life, his wife falls in 
love with the gamekeeper on the Chatterley estate. Lawrence exalts this outwardly 
illicit liaison to an almost sacramental level, because of the sexual fulfilment which it 
provides. Sir Clifford’s character, by contrast, arouses the author’s most vehement 
resentments concerning the class system of the period and the frustration of the sub- 
conscious instincts produced by the materialism of modern life. A novel of un- 
mistakable imaginative power and originality, whose emotional effect is weakened by 
passages of humourless preaching of the Lawrentian doctrine of love. 


FRAME FOR JULIAN. Yvonne Mitchell. Hutchinson, 15s. 1960. 20-5 cm. 
192 pages. 

In this novel about two painters and their families in the South of France a twelve- 
year-old girl, the vivacious and intelligent Noni, steals the limelight while her elders 
battle with the problems of art and marriage. Her father is introspective and unsure 
of himself, leaning on his harassed wife who struggles to keep up a middle-class home, 
and Noni is quick to compare his insecurity with the confidence of the rival painter 
Gorby. The Gorbys live in Bohemian squalor with a bevy of small children and enjoy 
life. The end of the book brings success to one man and failure and death to the other, 
but the interest of the story centres upon the young girl with her intuitive under- 
standing of the adult world. Miss Mitchell is both actress and dramatist, and this, her 
second, novel will establish her reputation as a versatile novelist. 


THE BACHELORS. Henry de Montherlant. Translated from the French 
by Terence Kilmartin. Introduction by Peter Quennell. Weidenfeld & Nicolson, 15s. 
1960. 20°5 cm. 190 pages. 

The Bachelors creates a sharply satirical portrait of the decaying French aristocracy of 

thirty years ago. The characters of the title are two elderly, eccentric and impoverished 


$3 








noblemen, a baron and his nephew, who inhabit a dilapidated house in the Paris 
suburbs, are too proud to work and eke out an aimless existence enlivened only by 
family quarrels and intrigues. The contrast which is drawn between these poor 
relations and a more successful and snobbish kinsman serves to emphasise the equally 
absurd pretensions of the latter. M. de Montherlant possesses a hawk-like eye for detail 
and his peculiarly mordant wit enlivens what might otherwise be a rather dated 
comedy. 


THE SERPENT AND THE ROPE. Raja Rao. Murray, 20s. 1960. 
20-5 cm. 414 pages. 

The theme of this novel—the physical union of East and West and the problems of 
human relations it engenders—is one beloved of Indian novelists. Raja Rao’s treat- 
ment of the theme is a new experience and elevates it to metaphysical heights which 
Western readers may find difficult to comprehend. The Serpent and the Rope, symbolis- 
ing the illusion and reality of Maya, is a story told with exquisite beauty and rare 
tenderness. Rama, a Brahmin research student is married to Madeleine, a French 
lycée teacher. Their baby dies. Madeleine turns to Buddhism. Visits to his family in 
India, travels to France and England, and an encounter with a young Indian girl 
studying at Cambridge, make it less easy for Rama to find a solution. He is torn by 
conflicting emotions but finally discovers where his real need lies. Not only has the 
book great literary merit, but Western readers will find it an illuminating commen- 
tary on an ancient civilisation. 


HARVEST ON THE DON. A Sequel to Virgin Soil Upturned. Mikhail 
Sholokhov. Translated from the Russian by H. C. Stevens. Putnam, 21s. 1960. 
20°5 cm. 400 pages. 

The latest volume in Mikhail Sholokhov’s massive serics of novels is set in the country 
of the Don Cossacks and its interest centres upon the fortunes of a collective farm, 
directed by Davidov, a Leningrad metal-worker. The year is 1930 and the collective 
agricultural system is at last making strides forward, but the Cossack peasants are an 
easy prey for the intrigues of White secret agents and the hero sacrifices his life in 
frustrating an intended uprising. The plot is unwieldy and the characterisation 
scarcely subtle, but it is impossible not to be impressed by the sweep of Sholokhov’s 
narrative and the immensely detailed panorama which he presents of village life in 
southern Russia. 


THE REAL SILVESTRI. Mario Soldati. Translated from the Italian by 

Archibald Colquhoun. Deutsch, 12s.6d. 1960. 19 cm. 188 pages. 
The sharply contrasting judgments which two people may form concerning the same 
personality provide the theme of this novel. A Piedmontese lawyer meets by chance a 
woman with whom his close friend had been deeply and hopelessly in love. From her 
he learns a completely different version of his friend’s actions and in the effort to solve 
this mystery arrives at a closer understanding of the persons involved. Signor Soldati 
shows a keen insight into the nature both of love and of friendship and he contrives 
to turn a not very unusual plot into an intensely absorbing character study. The book 
is excellently translated. 


A TEST TO DESTRUCTION. Henry Williamson. Macdonald, 18s. 1960. 
20°§ cm. 462 pages. 
The eighth volume in the cycle devoted to the First World War and centred upon the 
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character of Philip Maddison, this novel takes up the story in March 1918. The hero’s 
experiences are described both at the front, where he goes through the final tremen- 
dous German offensive of that spring, is temporarily blinded by mustard gas, returns 
to duty before the German collapse and wins a D.S.O.; and at home, where he indulges 
in an abortive love affair, finds himself totally out of sympathy with his father and 
rejects his pre-war employment. Mr. Williamson performs an astonishing feat of 
memory in evoking the horror and confusion of trench warfare and the slang of the 
period in such minute detail, but the book is excessively long and the domestic scenes 
less impressive than the military. 


Reprints 


THE PLAGUE. Albert Camus. Translated from the French by Stuart Gilbert. 

Reprint. Penguin Books, 3s.6d. 1960. 18 cm. 252 pages. Paper covers. 
By far the most powerful of the late Albert Camus’ novels, this book provides an 
intensely dramatic description of an epidemic of bubonic plague which attacked the 
Algerian port of Oran in the early 1940's. The terrifying potentialities of this theme are 
fully realised—a modern city in which science has been rendered temporarily almost 
powerless and every human being is imprisoned and faced with the possibility of a 
hideous death. At the same time M. Camus contrives to associate the plague allegori- 
cally with the German occupation of France, during World War II, and to demon- 
strate the sacrifices which are demanded of the ordinary man and woman before either 
affliction can be overcome. 


THE DREAM OF A QUEER FELLOW and THE PUSHKIN 
SPEECH. Fyodor Dostoevsky. Translated from the Russian by S. Koteliansky 
and John Middleton Murry. Unwin Books: Allen & Unwin, 4s.6d. 1960. 18-5 cm. 
96 pages. Paper covers. 

Published four years before the author’s death, The Dream of a Queer Fellow is a story 

of extraordinary power, which epitomises the spiritual quest to which Dostoevsky’s 

life was devoted. It tells of a man tortured by the elemental human doubt that ‘it is 
all the same’, that the human destiny cannot break out of a closed circle. He dreams that 
he has committed suicide and been transported to a paradisal age of human innocence, 
but here he succeeds only in corrupting his surroundings: yet when he finally awakes, 
the remembered vision has the power to transform despair into faith. The speech on 

Pushkin, delivered at the very end of Dostoevsky’s life, acclaims the poet as the first 

writer to have diagnosed the sickness of the Russian soul (including, as Dostoevsky 

believed, the corruption generated by Western influences) and also its remedy. 


A PORTRAIT OF THE ARTIST AS A YOUNG MAN. James 
Joyce. Reprint. Penguin Books, 3s.6d. 1960. 18 cm. 254 pages. Paper covers. 

A reprint of Joyce’s early masterpiece, first published in 1916. The ‘Portrait’ is an 
imaginatively reordered piece of autobiography tracing Joyce’s impressions and con- 
victions from his first schooldays up to his decision at university to cut free from 
Ireland and its home ties. Its real importance lies in its theme, which is the young 
Joyce’s assumption that he was not as others are, that he was to lead a highly 
individualised life. The book reveals Joyce’s unnerving mastery of a variety of styles, 
together with that concentration of purpose and depth of perception which make him 
one of the two or three great English language writers of modern times. 
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FAREWELL VICTORIA. T. H. White. 6th edition. Cape, 18s. 1960. 
205 cm. 190 pages. Illustrations. 

First published in 1933, T. H. White’s panorama of 1858 to the present day is now 
issued in a reset edition illustrated by contemporary engravings. It covers, by means of 
a series of historical and imaginary episodes typical of the period, the life-span of 
Mundy—groom, soldier, coachman and livery-stableman. The atmosphere is one of 
gentle nostalgia, and nothing could better illustrate Mr. White’s versatile genius than 
to contrast Farewell Victoria with the same author’s monumental reconstruction of the 
Arthurian legend, The Once and Future King. 


BOOKS FOR YOUNG READERS 
Fiction 
HORSESHOE REEF. Richard Armstrong. Dent, 12s.6d. 1960. 19-5 cm. 
160 pages. Illustrations by D. G. Valentine. 

Richard Armstrong’s sea-stories have the authenticity to be expected from a writer 
who spent seventeen years on ships of every kind from tramps to luxury liners. This 
one is about two merchant navy apprentices who are shipwrecked on a lonely island, 
where a mysterious and unattractive family offer them grudging hospitality. They 
discover that they are prisoners and that their hosts are using an old lighthouse to 
practise the old-world crime of wrecking. Escape seems impossible; and how are they 
to save the next ship chosen for wreck on Horseshoe Reef? 


PAOLO AND PANETTO. Bettina. Oxford University Press, 12s.6d. 1960. 

33°5 cm. 30 pages. Illustrations( some in colour) by the author. 
Bettina has the rare gift of being as talented a writer as illustrator. Her themes always 
have a psychological insight that compresses a world of experience into a few words, 
and are appropriate to almost any age of childhood. In this story Paolo, a spoilt little 
rich boy, is terrified of going to bed because of nightmares. One night he runs away 
and sleeps in a shoemaker’s back yard with the animals. On waking he meets 
‘Panetto’, the young god, who takes him on a journey and makes him see things that 
are real and beautiful instead of those that are synthetic and mechanical. When he 
returns he sees his home with new cyes. 


GRASSON: Golden Eagle of the North. Joseph E. Chipperfield. Hutchinson, 
158. 1960. 21 cm. 188 pages. Illustrations by C. Gifford Ambler. 

The charm of this book lies in its warmly evocative descriptions of the Scottish 
Highlands and their wild life; in particular, the great golden eagle, Grasson. Such 
passages can be enjoyed by readers of all ages, although the book is primarily intended 
for older children. From the south comes a new keeper, harsh and solitary, to whom 
Grasson seems to offer a personal challenge. He captures the bird but cannot dominate 
it. The book ends with the release of the eagle and its soaring flight to freedom. 


THE ADVENTURES OF HATIM TAI. Dorothy Ensor. Harrap, 10s.6d. 
1960. 20-5 cm. 90 pages. Illustrations in colour by Pauline Baynes. 

Hatim Tai was a prince of the Yemen in the sixth century. He was brave and generous 

and became the hero of a vast Persian chronicle of romance and fantasy. From a 19th 

century English translation, Dorothy Ensor has retold some of Hatim’s adventures as 

a children’s fairy tale. Beautiful princesses can only marry princes who are able to 

answer numbers of difficult questions. Usually the princes are unequal to the tasks 
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imposed on them, but nothing is beyond Hatim. He spends years travelling in strange 
lands, encountering demons, dragons, fairies and giants, in order to help lovesick 
princes. The stories are delightful and the pictures capture the natural dignity and 
enchantment of the East. 


THE BONNY PIT LADDIE. Frederick Grice. Oxford University Press, 

12s.6d. 1960. 22-5 cm. 172 pages. Illustrations by Brian Wildsmith. 
A story of two boys in a Durham coalmining village at the turn of the century. Kit is 
a born miner, whose only wish is to leave school and join his father in the pit. Dick, 
his intelligent younger brother, comes to realise that the world of the colliery closes 
in on the workers and narrows their horizon. Eventually he makes his escape, but 
not before he too has worked underground for a spell. The grim background of 
poverty, insecurity, strikes and industrial unrest is drawn with realism and there is a 
telling account of a mine disaster, but the story is not a gloomy one and makes 
excellent reading. 


THE STRANGER IN THE TRAIN. Jacynth Hope-Simpson. Hamish 

Hamilton, 12s.6d. 1960. 20-5 cm. 192 pages. Illustrations by Prudence Seward. 
A successful adaptation of the thriller formula to juvenile tastes, about five children 
on holiday in Switzerland whose affairs become entangled with the machinations of a 
gang of smugglers. The book has been compared with those of the late John Buchan, 
and, indeed, many of the Buchan ingredients are present—the mysterious stranger 
whose intentions cannot be guessed, the creepy encounter in a seedy cafe, the lonely 
hut on the mountainside; but all are brought convincingly into a world that children 
can understand. 


THE RAFT. Kurt Schmeltzer. Translated from the German by Katya 

Sheppard. Constable, 12s.6d. 1960. 20-5 cm. 160 pages. Illustrations by Adam Turyn. 
The author, a naturalised British subject resident in Cambridge, has laid the scene of 
his unusual story on the western seaboard of South America during a period of pre- 
history. Strife is renewed between the agressive Redskins and the peace-loving Long- 
Eared tribe. When their young Prince Uru and his tutor escape from capture and 
humiliation, the Long-Ears decide to take to the sea on rafts and seek new and peaceful 
homelands, following the path westward of their sun-god, Kon-Tiki. The story of 
their subsequent adventures is most engagingly told. For children aged 9-12. 


SISTERS AND BROTHERS. Stella Weaver. Collins, 12s.6d. 1900. 
20°5 cm. 256 pages. 

This story deals realistically with the state of mind of a rootless child. Teresa is a war- 
orphan, half-Italian, half-French. She has known kindness in her life, but has never 
felt that she ‘belongs’ to anyone. She is adopted by a family living in Cornwall and 
during a strange rather intense interlude, caused by the absence of the parents, she 
comes to accept the English children as her sister and brothers and to be accepted by 
them. It is not an casy adjustment on either side, but through suffering, jealousy and 
misunderstanding, the children learn to understand themselves and others. 


FAIRY TALES. Oscar Wilde. Bodley Head, 18s. 1960. 22-5 cm. 190 pages. 
Illustrations by Charles Mozley. 


Oscar Wilde’s tastes and talents, his fluent and cadenced prose, love of fine clothes, 
jewellery and artificial and magical creations were ideally suited to the fairy tale. He 
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uses the customary romantic properties of such tales, princesses and palaces, dwarfs 
and magicians from Europe or the East, but his stories are ingeniously devised as 
parables of feeling. Compassion, or the power to imagine or suffer for others, is the 
prime virtue, selfishness or insensibility the unforgivable fault. This volume contains 
the stories from The Happy Prince and The House of Pomegranates. Charles Mozley’s 
elegant drawings are perfectly in harmony with the spirit of the tales. 


FAIRY TALES FROM THE BRITISH ISLES. Retold by Amabel 
Williams-Ellis. Blackie, 18s. 1960. 22-5 cm. 344 pages. Illustrations (some in colour) 
by Pauline Diana Baynes. Bibliography. 

This collection of fifty stories from all over Britain comes as a revelation to people 

who believe Britain has no fairy-tale tradition of its own. Most of the stories were told 

originally in English, but others are translations from Erse, Gaelic, Cornish or Welsh. 

Some are well known—like Tom Tit Tot, of which a famous variant is Grimm’s 

Rumpelstiltskin—and others not known at all. Mrs. Williams-Ellis has annotated each 

story, stated its source, and grouped the collection so that those suitable for reading 

aloud are separate from those which children will read themselves. The illustrations 
are most imaginative, and the book should find a permanent place among the classics 
of fairy-tale literature. 


Non-Fiction 

THE BOY’S BOOK OF THINGS TO MAKE AND DO. 
A Compendium of Useful Pastimes and Hobbies for Leisure Hours. Odhams Press, 
12s.6d. 1960. 23 cm. 256 pages. Illustrations. Diagrams. 

The boy who likes to work with his hands will appreciate this book with its wide 

choice of hobbies, from the making of puppets and bows and arrows to the con- 

struction of sirens and electro-magnets. Outdoor activities such as camping and 

swimming are also dealt with and there is an interesting chapter on “The Boy 

Naturalist’. 


DUST IN YOUR LIFE. Irving Adler. Dennis Dobson, 10s.6d. 1960. 20 cm. 
126 pages. Illustrations by Ruth Adler. Index. 

Dust means different things to different people: to the housewife it is a nuisance, to 
the hay fever sufferer purgatory, to the microscopist a source of interest, and to the 
scientist a topic for research. This book for the young reader is one of a series of 
popular science works by the author and covers all of these facets in an interesting, 
readable way. The chapters cover dust in the air, the stickiness of dust; dust and light; 
dust, weather, and climate; dust and soil; live dust; dust and health; and cosmic dust. 
The illustrations consist of simple line drawings, which probably succeed in illustrating 
the subject more clearly than photographs. 


THE ORCHESTRA. Mervyn Bruxner. Oxford University Press, 7s.6d. 1960. 
21-5 cm. 56 pages. Illustrations by Thomas B. Pitfield. Musical examples. (The 
Young Reader's Guides to Music. IV.) 

This excellent little book is intended for children in their early teens. It is written in the 
same natural, lucid style that has marked Mr. Bruxner’s other books on music written 
for young people. He describes the characteristics of all the principal instruments and 
outlines the method of playing them. There are three other admirable chapters, one 
on the relation between the conductor and the orchestra, another on the life of the 
players themselves, and the third on ‘how to listen’. 
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THE BOYS’ BOOK OF MEDICAL SCIENCE. L. R. Celestin. Burke, 
10s.6d. 1960. 25-5 cm. 144 pages. Illustrations. Diagrams. 

A valuable addition to the school reference library and a welcome gift to young 
readers in their middle teens, this description of the major discoveries of modern 
medicine will make demands upon their intelligence; with the help of the many clear 
and well-chosen illustrations and diagrams, it will give them a sound introduction to 
medical science. Such subjects as radiodiagnosis and radiotherapy, heart surgery tech- 
niques, modern drugs, the artificial kidney and anaesthesia are dealt with. This is a 
serious and interesting reference book for schoolchildren, not a popular account. 


COAL MINING. John Davey. Black, 8s.6d. 1960. 25-5 cm. 64 pages. Illustrations. 
Drawings by Artur Horowicz and J. Yunge-Bateman. Map. Index. (Black’s Junior 
Reference Books) 

The book describes the working of a colliery. Two boys are being accompanied by an 
experienced miner in their first day’s work underground. The text is quite accurate in 
its presentation of technical details and, taken in conjunction with the excellent 
illustrations, it gives a vivid and interesting account of coal mining. The author, who 
writes from first-hand experience, has carefully blended historical and modern 
practice. As a junior reference book, this volume amply fulfils its purpose. 


THE BOYS’ BOOK OF SAILING. Gilbert Hackforth-Jones. Burke, 
10s.6d. 1960. 25-5 cm. 144 pages. Illustrations. Drawings by David Cobb. 

This excellently produced and illustrated book contains expert advice, by a well- 

known sailor, on almost everything the young yachtsman needs to know. A good 

book for the teenager, it gives an explanation of the various classes of sailing craft and 

detailed instruction on all aspects of seamanship and sailing. The text is introduced by 

a good dictionary of sailing terms. 


EAGLE BOOK OF POLICE AND DETECTION. Richard Harrison. 
Longacre Press, 15s. 1960. 27 cm. 192 pages. Illustrations. 

After showing that ‘police work’ of some sort has always been necessary throughout 
history, the author gives a rapid survey of the British police system from its founding 
by Sir Robert Peel in 1829 down to modern times. The many phases of police 
activities are given in more detail: police organisation, training, scientific methods and 
instruments in detection, finger prints, the work of Scotland Yard, and the police in 
the law court. Police work in other countries, America, Canada, France, Australia 
and Turkey, together with the work of the river and the dock police make not only 
an informative but a thrilling story that, with its excellent photographs, should 
command a wide public in this country and overseas. 


THE BIBLE STORY with Living Pictures. Ralph Kirby. Odhams Press, 21s. 

1960. 25°5 cm. 320 pages. Illustrations (some in colour). Map. Index. 
The idea behind this book is a good one and it could have a great appeal to nearly all 
children and a number of adults. The Rev. Ralph Kirby has retold the most important 
stories and events contained in both the Old and New Testaments, at the same time 
accompanying the text with illustrations taken from films. There are 250 black-and- 
white photographs and eight colour plates and the editor has had the benefit of expert 
advice from all Christian denominations. 
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THE SEEING EYE. How to look at natural and man-made things with 
pleasure and understanding. Freda Lingstrom. Studio Books, 35s. 1960. 25 cm. 
84 pages. 83 monochrome illustrations. 16 colour plates. 

Correspondences between forms found in nature and in works of art are skilfully 
brought out in this volume in the illustrations, which show many ingenious and 
stimulating juxtapositions. The text ranges widely over the art of different periods and 
countries, but comment is pithy and factual information relevant without being in- 
trusive. Designed for school children, this would form an excellent textbook for use 
in conjunction with a course of museum visits. Miss Lingstrom, besides being an artist 
and writer, has had wide experience in school broadcasting and television and 
thoroughly knows her subject. 


THE LAND AND PEOPLE OF CHILE. George Pendle. Black, 7s.6d. 
1960. 20°5 cm. 96 pages. Illustrations. Map. Bibliography. Index. 

Designed for children in their early teens, this introduction to the most remote of the 
South American republics may be read with enjoyment and profit by more mature 
novitiates. The author, an acknowledged authority, surveys the ‘mad geography’ of 
Chile, focuses the country’s historical highlights and, with most effective use of 
anecdote and translation, quotation and personal experience, describes the customs 
and contemporary occupations of the inhabitants. There are side chapters on Maria 
Graham (author of Journal of a residence in Chile during the year 1823), and Easter Island, 
and an appendix of facts and figures includes a useful reading list. 


THE STORY OF ANCIENT EGYPT. Barbara Sewell and Patrick Lynch. 
Edward Arnold, 12s.6d. 1960. 25 cm. 64 pages. Illustrations (some in colour) by 
David Chalmers. Map. Chart. Index. 

Against the background of the importance of the Nile in the development of Egypt 
as a seat of an ancient civilisation, the authors outline Egyptian history from 3000 to 
333 B.c., to show the archacologists’ work in revealing the main features of this 
civilisation in its buildings, tombs, sculpture, weapons, dress and vehicles. The de- 
ciphering of hieroglyphs and the consequent understanding of the ancient religion, 
social and feudal systems and the achievements in scientific knowledge make an 
entrancing story. The clear text, excellent illustrations, map, glossary and time chart 
will help the budding young archacologist, who will enjoy this book. 


PETER AND PAMELA GROW UP. H. W. Tame. Darwen Finlayson, 
7s.6d. 1960. 19 cm. 96 pages. Diagrams by Noel Watson. 

Written by the headmaster of a mixed primary school, who is also a marriage 
guidance counsellor, this most successful essay in sex education can be warmly com- 
mended to teachers and to parents, who will confidently put it into the hands of the 
eleven-year-olds for whom it is written. Mr. Tame suggests that teachers should use 
the material as a basis for six to eight oral lessons, supplemented by the book’s clear 
diagrams. The psychological, anatomical and physiological development of Peter and 
Pamela, within the setting of family and school, form the nucleus of a story, leaving 
no facts untold which the child should have as an introduction to puberty. 


A SWORD FOR A PRINCE and Other Plays for a Young Company. 
J. C. Trewin. Elek Books, 8s.6d. 1960. 18 cm. 124 pages. Limp covers. 

Mr. Trewin, the well-known dramatic critic, wrote these plays in an endeavour to 

meet the need for plays for young teen-agers, and they were subsequently published 

in the magazine, Elizabethan. Comprising A Sword for a Prince, The Silver Rose, Last 
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Man In, and So Early in the Morning, they are now collected together for the first time 
and form a useful book for the junior school dramatic library. Three have a period 
setting and one is modern. They have been staged variously in England and abroad. 


THE GIRLS’ BOOK OF HORSES AND RIDING. Edited by Jennifer 

and Dorian Williams. Burke, 12s.6d. 1960. 25-5 cm. 144 pages. Illustrations. 
This book by two well-known authorities is good value. The first half describes the 
horse in some of his many spheres: at work on the farm, in the pit and on the road and 
tow-path; on ceremonial and military duty; as a mainstay of the circus; in racing and 
show-jumping; and at the renowned Spanish Riding School in Vienna. Then follow 
hints to the young rider on dressage and jumping. The second half is a descriptive 
gallery of top-flight British and foreign horses and riders in the ring, at trials and on 
the race-course. The text is commendably simple and the photographs are numerous 
and clear. 


SCIENCE AND THE FORESTER. Leslie Wolff. Bell, 15s. 1960. 19 cm. 
160 pages. Illustrations. Drawings by Kerry Wood. Index. 
The author, who is Senior Lecturer in Biology at Newton Park College, Bath, has 
written a first-class and most fascinating book for young people. He tells the story of 
the training and work of a forester whose interest in trees developed from boyhood. 
We are told, simply and clearly, not only about people, such as scientists, whose work 
affects his own but also (with a few minor mistakes) of all the exciting things he learns: 
about how to read the history of a country’s woodland from pollen analysis of peat 
and the history of accidents that befell a tree hundreds of years ago from its wood, 
about the animals that live in woods and which woods are used for various purposes. 
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